





THE BRITISH COUNCIL 


British 
Book 
News 


A GUIDE TO BOOK SELECTION 














Contents 
The Technique of Librarianship D. C. Henrik Jones 
Reviews of Recommended Books on All Subjects 
A Select List of Forthcoming Books 


LAD 


Price 1s 3d net MAY 1961 Pages 309-385 


(OVERSEAS PRICE) 





An entirely new approach 
to the British 
countryside— 


FOR 
25th MAY 
PUBLICATION 


A NEWBUIDE TO 
THE R¢ ANTIC 


S90 [ RN 
COUNTIES 4y 


ALAN IVIMEY 


ve 
Ot 
Ar: 


91s Beautifully illustrated 

= with 32 pages of photo TT, tw ] Mi 

net graphs. and line draw- N KW N KS 
$ Felix ae 7 


ne elly. 





Written particularly for the visitor from overseas ! 








= 


“= 








CAMBRIDGE 
BOOKS 


Henslowe’s Diary 


EDITED BY R. FOAKES 
& R. T. RICKERT 


A fresh transcript with supple- 
mentary material of the manu- 
script account book of Philip 
Henslowe, theatre owner and 
financier of companies. An essen- 
tial document for students of 
Elizabethan and Jacobean drama. 
4 plates 60s. net 
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Parties 
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This is the second of three vol- 
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1959. 45s. net 


The Correspondence of 
Edmund Burke, 3 


EDITED BY 
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The third of a projected eight 
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printed for the first time. 84s. net 
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Everyman’s Reference Library, now 
13 volumes strong, provides a com- 
prehensive field of reference for the 
modern reader on Art, Architecture, 
Music, Literature, History, Horti- 
culture, and the Ancient World. 


S. V. Utechin 
CONCISE ENCYCLOPAEDIA 
OF RUSSIA 


An A-Z reference on all aspects of 
Russian life. 
“*This is a remarkably useful book. 
Both its cross-reference system and 
its bibliography are excellent.” 
—Financial Times. 
With 32 pages of photographs. 
30s. net. 


Martin S. Briggs 
CONCISE ENCYCLOPAEDIA 
OF ARCHITECTURE 


“This handy volume offers very 
good value, providing the sort of 
information the architect or student 
might well need at short notice. 
The book represents a formidable 
task, expertly performed.” 
—R.I.B.A. Fournal. 
With 200 drawings and 16 pages of 
photographs. 21s. net. 


John Warrington 
CLASSICAL DICTIONARY 


This entirely new work, covering 
the period of Homer (late 8th 
century B.C.) up to the death of 
Constantine (A.D.337). The legends 
of antiquity are told as continuous 
stories, and characters  cross- 
referenced. There is an extensive 


classified bibliography. 20s. net. 
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INDUSTRIAL EDITING 


Bernard Smith, published under 
the auspices of the British 
Association of Industrial 
Editors. A detailed analysis of 
the industrial editor’s task, 
covering all the practical and 
administrative parts of the job. 
27/6d. net 


OUTLINES OF CENTRAL 


GOVERNMENT 


John J. Clarke, M.A., F.S.S. 
13th edition. This brilliantly 
clear exposition of the workings 
of the government and 
judiciary of this country has 
been revised to include coverage 
of the changes that took place 
after the last General Election. 
25/- net 
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Purpose of Art 


ARTHUR R. HOWELL (1881-1956) 
This is a layman’s guide to the 
philosophy and aesthetics under- 
lying ALL art, taken from the 
simplest first principles of com- 
monsense to the complex ideas 
behind recent movements in 
painting. 

“Mr. Howell has had the best sort of 
experience for writing on art... 
what he has to say is valuable and 
penetrating.” — 


The Times Literary Supp. 27 illustrations, 8 in 
colour. 
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A REVIEW OF 
ENGLISH LITERATURE 


EDITED BY 


A. NORMAN JEFFARES 


The April issue includes: 


Snakes in the Grass by Katharine Garvin 


The Law Reports as Sources of Englisk Prose 
by R. F. V. Heuston 


Literature and the Children’s Book by Geoffrey Trease 
L. H. Myers by Ronald Bottrall 
Joyce and the Artist’s Fingernails by S. L. Goldberg 


Ezra Pound: Piers Plowman in the Modern Waste Land 
by Christine Brooke-Rose 


Du Cété de Chez Waugh by Peter Green 





Poems by Robert Wallace, Stuart Slater,and Karen Gershon 
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STUDIES IN ENGLISH LITERATURE 
General Editor: David Daiches 


This new series provides lively, critical introductions to individual works 
which are very widely read in universities and the upper forms of 
schools. The first four titles, which will be published later this month, 
are:—1. Milton: Comus and Samson Agonistes by J. B. Broadbent, 
Fellow of King’s College, Cambridge. 2. Pope: The Rape of the Lock 
by J. S. Cunningham, Lecturer in English, the University of Durham. 
3. Jane Austen: Emma by F. W. Bradbrook, Lecturer in English, 
University College of North Wales. 4. W. B. Yeats: The Poems by 
A. Norman Jeffares, Professor of English, the University of Leeds. 
Three more titles will follow in the autumn. 


Price: 6s. net each volume 


SHORT STORY STUDY 
Compiled by A.J. Smith and W. H. Mason 


Ten stories have been chosen by the compilers, each one set within a 
framework of biography and comment. The examples range from 
Henry James and James Stephens to Lionel Trilling and Dylan Thomas, 
It is the editors’ aim to stimulate close and intelligent reading; to 
inculcate sound critical approaches, and to familiarize their readers 
with the vocabulary, tools and method of literary criticism. 

“With this well planned book Mr. Smith and Mr. Mason have done 
their part.”—Times Literary Supplement. 


Price: 10s.6d. net 


STRATFORD-UPON-AVON STUDIES 


General Editors: John Russell Brown 
and Bernard Harris 


Jacobean Theatre and Elizabethan Poetry, the first volumes in this series 
which deals with major literary and theatrical topics, have been widely 
welcomed: ““We recommend this venture”—Higher Education Journal. 
“The volume (Elizabethan Poetry) contains a wealth of discussion by a 
group of American and English scholars that cannot fail to interest 
students and lovers of this richest period of English poetry.” —Times 
Literary Supplement. 

“The series has certainly got off to a good start.” —The Economist. 
The third volume, Early Shakespeare, will follow in the autumn. 


Price: 25s. net each volume 


EDWARD ARNOLD (PUBLISHERS) LTD. 









































Writers and Their Work Series No. 133 


Shakespeare: 
The Great ‘Tragedies 


by KENNETH MUIR 


This is the second of nine special essays on aspects of 
Shakespeare’s genius, of which the first was The 


Early Comedies by Derek Traversi. 
2s. 6d. net 


Forthcoming: 
THREE METAPHYSICAL POETS: Margaret Willy 
LOCKE: Maurice Cranston 
CHRISTOPHER SMART: Geoffrey Grigson 
ROY CAMPBELL: David Wright 
DISRAELI: Paul Bloomfield 





Full particulars of the Series may be had from 
Publications Department, British Council, Albion 
House, 59 New Oxford Street, London, W.1. 
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HISTORICAL BOOK NEWS 


The Domesday Inquest 
R. Welldon Finn 


A valuable addition to the extensive literature about Domesday 
Book. Mr. Finn investigates the relationship of the Liber 
Exoniensis to Domesday Book and the Domesday Inquest, and 
how results were committed to writing to form our earliest 
public record. 45s. 


Mr. Secretary Peel 


The Life of Sir Robert Peel to 1830 
Norman Gash 


The first part of a comprehensive and fully documented biography 
of Sir Robert Peel (1788-1850), the greatest British statesman of 
his time. Professor Gash skilfully brings to life the complex 
personality of the man and clearly indicates his place in history. 
The second volume, which deals with Peel’s later years, is now in 
preparation. 70s. 


The Destruction of Lord Raglan 


A Tragedy of the Crimean War 
Christopher Hibbert 
BOOK SOCIETY NON-FICTION CHOICE 


‘A fair, vivid and well-proportioned account of that confused 
tragedy. It is among the best war books that I have read. 
I recommend it warmly .. . I like to believe that Mr. Hibbert, in 
this excellent study, has done something to redeem the reputation 
of a noble soldier who suffered much.’ Harold Nicolson in The 
Observer 30s. 
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A Study of History 


Volume XII: Reconsiderations 
ARNOLD J. TOYNBEE 


Dr Toynbee reconsiders his views on many questions, in the light of archaeo- 
logical discoveries made since the Study was begun, and of points which have 
drawn fire from his critics and which seem to have an intrinsic interest and 
importance of their own. (Chatham House) 45s net 


Science and Government 
Cc. P. SNOW 


As vividly as the clashes between characters in his novels, C. P. Snow 
describes the wartime conflicts of two scientists, Sir Henry Tizard and F. A. 
Lindemann (later Lord Cherwell). This brilliant and provocative essay, by a 
novelist who has also had much experience as scientist and administrator, 
contains the text of the 1960 Godkin Lectures delivered at Harvard, and 
discusses the role of the scientist in government. 
* , .. succeeds in writing the history of fairly recent events in such a vivid 
fashion that it is as compelling as an extract from a novel.’ THE GUARDIAN 
9s 6d net 


Refugee World 
ROBERT KEE 


Refugees seem a permanent feature of our civilization. To many people the 
problem is so vast, so tangled, and seemingly so hopeless that a clear, sharp look 
at it is badly needed to bring it into focus. Drawing on his own journeys and 
discussions, Robert Kee searchingly examines the situation in Europe and shows 
the way to tackling it. Illustrated 15s net (25 May) 


The Writer’s Dilemma 


Essays first published in The Times Literary Supplement 
under the Heading ‘Limits of Control’ 


In these essays ten representative authors consider the position of the writer in 
an age which places greater value on the progress of technology than on the 

state of the individual. Stephen Spender introduces the essays, which are by 
Arnold J. Toynbee, John Bowen, Lawrence Durrell, Gerald Heard, Nathalie 
Sarraute, William Golding, Arthur Calder-Marshall, Saul Bellow, Alan Sillitoe, 
and Richard Wollheim. 12s6dnet (8 JUNE) 


OXFORD UNIVERSITY PRESS 
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THE TECHNIQUE OF LIBRARIANSHIP 
D. C. HENRIK JONES 


EDMUND CURLL, notorious eighteenth-century publisher, once said of 
Jonathan Swift that ‘at the laundress’s at the Hole in the Wall, up three pair 
of stairs, you may find the author of my Church History—you may also 
speak to the gentleman who lies by him in the flock-bed—my index-maker’. 
Richard Garnett, recalling this in an essay on “Public Libraries and the Cata- 
logue’, written in 1879, says that what Mr. Curll’s index-maker was to Mr. 
Curll ‘so librarians are to the general republic of letters’. Garnett uses this as 
a text to trace briefly the steps by which librarianship had become a profession 
and then goes on to deal with book selection, cataloguing, subject-indexing, 
classification, co-operative provision of book lists and specialisation. Here 
are listed the essential techniques of librarianship. 


Librarianship obviously best flourishes in a building designed for the pur- 
pose. To form a library within the building, it is necessary to employ properly 
trained and qualified staff, assisted by non-professional and clerical workers. 
To make the library effective, books and other material have to be evaluated, 
selected and acquired, catalogued and classified, preserved in good condition 
and made easily accessible to those who want to use the service. This last 
purpose involves publicising the service and giving assistance to readers and 
enquirers in every way possible. This will include co-operation with other 
libraries and specialising in the provision of books, periodicals and other 
related material in areas of knowledge appropriate to the needs of those for 
whom the library is provided. 


Librarians, who should be the best people qualified to write on librarian- 
ship, have apparently found it difficult, in modern times, to provide a manual 
of librarianship covering the whole of the technique. There were writers in 
the seventeenth and early eighteenth centuries who attempted comprehensive 
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coverage of the subject in a single work: for instance, the Germans, Friedrich 
Adolphe Ebert and Marten Schrettinger, and the Frenchmen, Jean Pie Namur 
and Léopold Auguste Constantin. Many later writers owed much to them. 


However, the times in which these men wrote are far distant. The means 
of communication have now been enormously developed and in many coun- 
tries the population is a literate one. The writing of a single manual covering 
all aspects of librarianship applicable to all types of libraries presents problems 
which have not yet been solved. 

At the present time—in this review we are dealing only with books pub- 
lished during the last twelve years—there are but two British works of this 
character and, even so, the approach to the subject is different in each case. 
The well-known Manual of Library Economy by James Duff Brown, which 
first appeared in 1903 has been revised skilfully many times by the lateW. C. 
Berwick Sayers, most recently in 1949 (6th edition, Grafton; new edition 
forthcoming September). This work, however, is concerned very largely with 
public library administration and technique. For those librarians exercising 
their profession in a particular subject field, i.e. those employed in the fast- 
growing number of special libraries, and subject specialists working as 
librarians, the outstanding general book is the Handbook of Special Librarian- 
ship and Information Work (1955, Aslib; 2nd edition in preparation). This 
contains thirteen chapters on various aspects of the subject written by experts 
under the general editorship of Wilfred Ashworth. 

It will be observed that university and college libraries are not covered by 
either of the two mentioned above. This is a gap in British library literature 
which has not been filled since A Manual of University and College Library 
Practice by G.Woledge and B. S. Page (1940, The Library Association) went 
out of print many years ago. 

Another book of a general character, although not a manual of librarian- 
ship, is An Encyclopaedia of Librarianship edited by Thomas Landau (1958, 
Bowes & Bowes; reprinting). This is a combination of a dictionary of terms 
used in librarianship and a collection of monographs on many aspects of the 
subject. The contributions vary in quality, but some of those which deal 
with technique, e.g. classification, mobile libraries, library work with 
children, are very good. 

Supplementing the foregoing books are three works of an introductory 
character, which, however, deal entirely with the public library service. An 
Introduction to Public Librarianship by E. V. Corbett (2nd edition 1952, Clarke; 
reprinting) is mainly addressed to those studying for the first professional 
examinations. The Library in the Community by Edward Sydney and Robert 
F. Ashby (1956, The British Council, 2s.) is a good elementary introduction 
to library service, describing its traditions and ideals, by two well-known 
British public librarians. It includes chapters on the organisation of the public 
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library service and on the training of librarians. This book could well be read 
in conjunction with The Structure of the Public Library Service in England and 
Wales: Report of the Committee appointed by the Minister of Education in Sep- 
tember 1957 (1959, H.M.S.O., 3s.6d.). Now widely known as the ‘Roberts 
Report’ (Sir Sidney Roberts was the Chairman of the Committee), it 
proposes changes in the public library service which may be far-reaching 
in their effect upon library technique. 

The universally-known Indian scholar and writer on many aspects of 
librarianship, Dr. S. R. Ranganathan, provides in Library Administration (2nd 
edition, 1959, Asia Publishing House, 60s.) a reference book of every kind 
of process that may be used in a library, with exceedingly detailed descrip- 
tions of routine work. It should be a great help to librarians in those countries 
where librarianship is, comparatively speaking, in its infancy. 

County Library Practice (1950, The Library Association) by Edgar Osborne 
and F. A. Sharr, both of whom have had wide experience in county library 
work, gives a reasonably detailed description of public library work in areas 
consisting mainly of small towns and rural districts. A good supplement to 
this manual is F. A. Sharr’s County Library Transport (1952, The Library 
Association) describing the means by which people in arcas remote from the 
headquarters library may be given a reasonably good library service. 

School Libraries (2nd edition 1955, Cambridge University Press for the 
School Library Association and the National Book League) by the Honorary 
Secretary of the School Library Association, C. A. Stott, is an invaluable 
manual for those concerned with the administration and routine of this class 
of library. The growing importance placed upon the development of this 
valuable service to schoolchildren heightens the usefulness of this book. 

Work in special departments of libraries is dealt with adequately in three 
books written by librarians with a wide knowledge of the particular subject. 
Commercial and Technical Libraries (1955, Allen & Unwin, 21s.) by J. P. Lamb, 
a pioneer in the development of public library departments devoted to 
commerce and technology, describes both the history and technique of the 
subject. Music Librarianship: A Practical Guide by E. T. Bryant (1959, Clarke, 
45s.) is a valuable full-length treatment of work in music libraries, covering 
administration and the cataloguing and classification of such libraries, and 
reference books for the music librarian. It includes a splendid chapter on 
gramophone record libraries. The second part of this book is in the form of 
a graded list of works recommended for the stock of a music library. The 
Reference Librarian in University, Municipal and Specialised Libraries (1951, 
Grafton, 25s.) edited by James D. Stewart, with contributions from many 
well-known librarians in this particular field, covers many phases of reference 
service in a manner particularly useful for library examination students. 

Linked closely with reference service are the subjects of ‘assistance to 


311 











readers’ and ‘information services’. Since the Second World War the im- 
portance of these aspects of library work has been widely recognised, and 
they have been the subject of a considerable number of books and articles. 
The most noteworthy of these, disregarding straightforward introductions 
to, or bibliographies of, reference material, are Assistance to Readers in Lending 
Libraries by Douglas J. Foskett (1952, Clarke, 12s.6d.), the same author’s 
Information Service in Libraries (1958, Crosby Lockwood, 13s.6d.) and Philip 
Hepworth’s Primer of Assistance to Readers (2nd edition 1956, Association of 
Assistant Librarians). This growing insistence on personal assistance to all 
kinds of readers and the development of advisory and information services 
is indicative of a lively modern concept of the librarian’s rdle in society. 

The particular skills of cataloguing and classification—lightly regarded by 
some and fervently advocated by others—have long been the subjects of 
innumerable books and articles. Cataloguing codes and classification schemes 
are many, and the young librarian needs guides to them in order, in turn, to 
give guidance to the users of the librarics. Some of the established textbooks 
on these subjects have been published in new, revised editions in recent 
years. Among these are A Primer of Cataloguing by D. M. Norris (1952, 
Association of Assistant Librarians, 9s.) and A Primer of Book Classification by 
W. Howard Phillips (4th edition 1955, Association of Assistant Librarians; 
sth edition forthcoming), both of which in past years have been well- 
thumbed by many students with considerable profit—and some anxiety! 
Also, in the field of classification, the two well-known works by W. C. 
Berwick Sayers have been revised. These are An Introduction to Library Classi- 
fication (oth edition 1958, Grafton) and A Manual of Classification (3rd edition 
1959, Grafton). 

A new book on classification which is an attempt to keep up with modern 
developments and owes much to Dr. Ranganathan’s philosophic work in 
this field is The Fundamentals of Library Classification by B. 1. Palmer and A. 
J. Wells (1951, Allen & Unwin; reprinting). For specialists in classification, 
Brian C. Vickery provides Classification and Indexing in Science (2nd edition 
1959, Butterworth, 30s.). Vickery is internationally known for his work on 
the theory of classification, and most of his work is devoted to a discussion 
of faceted classification and its application to the retrieval of information. 

A successful attempt to combine a textbook for examination students be- 
yond the elementary level with a work-book for practising cataloguers has 
been made by E. J. Coates in Subject Catalogues: Headings and Structure (1960, 
Library Association, 22s.). The author is in charge of the subject cataloguing 
side of the British National Bibliography and is particularly qualified to write 
this book, which, incidentally, discusses the role of classification and chain 
procedure in alphabetical subject and dictionary cataloguing. 

The Treatment of Special Material in Libraries by R. L. Collison (and edition 
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1955, Aslib, 12s.6d.) is a useful guide to the administration of library stock 
which is not in the form of books, e.g. illustrations, photographs, maps and 
plans, clippings, microtexts, etc. In Microrecording in Libraries (1957, Library 
Association, 8s.8d.) J. Burkett writes a concise account of the history of 
microrecords, the forms in which they are published, the apparatus required 
to make and read them and the microphotographic services which libraries 
can provide. 

Another kind of special material is the subject of a workmanlike handbook 
by D. Grenfell, Periodicals and Serials: Their Treatment in Special Libraries 
(1953, Aslib; 2nd edition in preparation). 

E. V. Corbett has written two books of particular interest to public 
librarians which really fall in the field of library administration. One is 
Public Library Finance and Accountancy (1960, Library Association, 24s.). Little 
has been written on this and Mr. Corbett has wisely sought the advice and 
assistance of accountants and insurance experts in dealing with the techni- 
calities of this somewhat difficult subject. His other book is Photocharging; 
Its Operation and Installation in a Public Library (1957, Clarke, 15s.). Based on 
his own experience, it is a very full and well illustrated description of a 
modern method of recording loans from public libraries. 

Finally mention should be made of a book which, although not strictly on 
librarianship, has already been warmly welcomed by a great many librarians 
including students studying for the Library Professional Examinations. This 
is Bookbinding for Librarians by Eric A. Clough (1957, Association of Assistant 
Librarians, 30s.). Mr. Clough is the Deputy City Librarian of Bristol, and 
his library has a successful bookbinding department. He has made a careful 
study of the subject and writes authoritatively. 

As in many another profession, the greater part of the writings on the 
technique of librarianship is to be found in periodicals. New practices, modern 
developments by mechanical methods of old-established routines, experi- 
ments in various branches of the work, the study of research in science and 
technology and its possible effect on library practice, these are mainly described 
and discussed in such periodicals as The Library Association Record (monthly, 
The Library Association; £5. 5s. annually, free to members) ; Aslib Proceedings 
(monthly, Aslib; 60s. annually, single copies s.); The Journal of Documenta- 
tion (quarterly, Aslib; 48s. annually, single copies 12s.6d.); The Assistant 
Librarian (monthly, The Association of Assistant Librarians; 15s. annually, 
single copies 1s.3d.); and North Western Polytechnic School of Librarianship 
Occasional Papers (irregular, NorthWestern Polytechnic School of Librarian- 
ship, 9d. each copy). 


Mr. D. C. Henrik Jones, F.L.A., was formerly Librarian and Information Officer of the Library 
Association, London. 











THE BOOKS REVIEWED in the following pages have been selected for their 
merit with the collaboration of: 
Aslib (Association of Special Libraries and Information Bureaux) 
British Council Medical Library 
British Drama League 
British Library of Political and Economic Science (London School of Economics) 
Commonwealth National Library (Canberra, Australia) 
Institute of Advanced Legal Studies (University of London) 
Library Association 
National Library Service (Wellington, New Zealand) 
Public Library of Toronto (Canada) 
Royal Commonwealth Society 
Royal Institute of British Architects 
Royal Institute of International Affairs 
Royal United Service Institution 
Victoria and Albert Museum 
and many individual specialists. 


THE CLASSIFICATION follows the Standard (16th) Edition, revised, of the Dewey 
Decimal Classification, and the Dewey number is given in brackets at the end of 
each entry. In the Literature Section an A after the Dewey number indicates Australia, 
C Canada, NZ New Zealand and SA South Africa. 


THE PRICES QUOTED in this list are subject to alteration. All publishers are 
London firms except where otherwise stated. 


ORDERS FOR BOOKS should be placed with a local bookseller or (if this is not 
possible) may be addressed to the Booksellers Association of Great Britain and 
Ireland, 14 Buckingham Palace Gardens, London, $.W.1, who will forward them 
to a bookseller in Britain. Such orders will be dealt with, however, only when 
accompanied by a remittance sufficient to cover the cost of the book and carriage, 
and where not sent in Sterling, the appropriate cost of conversion. 


UNESCO BOOK COUPONS can be used for the purchase of British books and 
periodicals in many countries in which there are currency difficulties. 


INFORMATION ABOUT BOOKS (and periodicals) on all subjects, and biblio- 
graphical guidance, may be obtained by overseas readers from the nearest office of the 
British Council (which maintains libraries in most countries) and whenever necessary 
such enquiries will be referred to the appropriate department of the Council in London, 
which is in consultation with the foremost British authorities in all fields of knowledge. 


314 








— 








May, 1961 


REVIEWS 


A SELECTION OF RECOMMENDED BOOKS 


PUBLISHED IN THE BRITISH COMMONWEALTH 


* New periodicals of note are also included 
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A General Index to titles, authors, etc., will be found at the end of the reviews. 


GENERAL WORKS 
Bibliography 
THE ENGLISH NOVEL 1740-1850. Andrew Block. Introductions by 
John Crow and Ernest A. Baker. 2nd edition. Dawson’s of Pall Mall, £7 10s. 
1961. 25°5 cm. 366 pages. Index. 
Pre-eminently a tool for bibliographers, literary historians and scholars in associated 
fields, this exhaustive handlist—transcribed from the title pages of the earliest editions 
the compiler has been able to trace—will also shed light along many byways of 
culture during the century it covers. Subtitled ‘A Catalogue including Prose Ro- 
mances, Short Stories, and Translations of Foreign Fiction’, it includes in addition 
to all standard works innumerable oddities that show how far present-day fiction 
has diverged from the moralistic fervour and standards of righteousness common in 
the novel's earlier stages. The main author-list is supplemented by an index to titles; 
and the introductions by Dr. Baker and Mr. Crow testify to the worth of the work 
to ‘fellow-toilers’ and as a book which ‘deserves to be read for its own sake’. 
(016-823) 


CUMULATED FICTION INDEX 1945-1960 (Fiction Index Three). 
A Guide to more than 25,000 Works of Fiction . . . Compiled by G. B. Cotton 
and Alan Glencross. Association of Assistant Librarians, 80s. (60s. to the book trade 
and to members of the Library Association). 1960. 24°5 cm. $52 pages. 

This valuable compilation by the Borough Librarian, Swinton and Pendlebury, and 

the Deputy Chief Librarian, Greenwich, combines Fiction Index 1 (published 1953) 

and Fiction Index 2 (1957) with new material and therefore covers books published 

in Britain and the Commonwealth—including new editions and reprints—between 

1945 and early 1960. Novels are indexed under five groups of subject headings: 

concrete and factual, abstract, ‘types’, e.g., detective stories, forms and techniques, 

and miscellaneous supplementary entries. The arrangement is fully explained in the 
introductory notes; an index of Commonwealth and foreign authors by nationality 

is also given. (016-823) 
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Literary Methods 
THE WRITERS’ AND ARTISTS’ YEAR BOOK 1961. A Directory 
for Writers, Artists, Playwrights, Writers for Film, Radio and Television, 
Photographers and Composers. 54th year of new issue. Black, 10s.6d. 1961. 21 cm. 
458 pages. Indexes. 
This reference book supplies the usual lists of journals and magazines (indicating what 
they publish) issued in the United Kingdom, Commonwealth and America, of 
publishers, and of agencies and societies, together with particulars of literary prizes 
and awards in Britain, a markets section, and much other useful information on such 
matters as copyright, subsidiary rights, publishers’ agreements, payment, proof 
correcting, etc. (029-6058) 


- =m © SH 6 Ff hs fH 32h 


General Periodicals ! 
% VIEWPOINT. No. 1, January, 1961. Prepared for the Foreign Office and the 
Commonwealth Relations Office by the Central Office of Information. H.M. 


Stationery Office. Subscription (overseas only) 30s. for 4 issues. 32-5 cm. Illustrated. 7 
This ‘Magazine from Britain’, colourful and well designed in large format, combines I 
some of the expected elements of writing about Britain and British life for readers r 
overseas with some refreshingly unexpected features. There is topography— a 
Betjeman, of course; tradition—an article on the Speaker of the House of Commons; f 
art—the Royal Ballet; there is the contemporary and progressive—town planning, I 
life in new towns, concentrated protein as a new source of food; but there is also life 7 
as an assistant in a famous chain store, a technical disquisition on sports cars and an b 
account of youthful swimming prodigies. National self-contemplation is varied by P 
Professor Maurice Pollet on the Commonwealth and George Mikes on “How to 
get on with the English’. If the standard set in this first issue is maintained, this P 
magazine should prove popular overseas. (052) 
Journalism 
THE NEWSPAPER PRESS DIRECTORY and Advertisers’ Guide 1961. F 

troth Annual Issue. Benn, 60s. 1961. 29 cm. 942 pages. Indexes. a 
The 1961 issue of this directory is prefaced by a review of the British press in 1960, tl 
a year memorable for the disappearance of four national newspapers. Invaluable to u 
all concerned with the press, it gives extensive information, well set out and well fc 
indexed: newspapers in London and the provinces with prices, addresses, proprietors, ur 
staff, and advertisement rates; general and specialised periodicals with similar details u 
as far as available; directories and yearbooks; trade services for the press; and details 
of the press of the British Commonwealth and the principal foreign countries. In the N 
Commonwealth section useful notes are given on each country or region and on 
the cities and towns where newspapers are published; following the pattern set for T 
Canada last year, the periodicals of Australia, New Zealand and South Africa are w 
listed alphabetically and separately from their newspapers. In the foreign section, th 
each country has an introductory note. (070-58) T 

te 

Illuminated Manuscripts = 
A FIFTEENTH CENTURY ITALIAN PLUTARCH (British Museum 4 
Add. Ms. 22318). With an Introduction and Notes by Charles Mitchell. Faber, 25s. . 


1961. 29 cm. 40 pages. Illustrations. (Faber Library of Illuminated Manuscripts) 
The sixth title in a series which reproduces pages from outstanding illuminated d 
manuscripts of the Middle Ages. The choice in this case is a good one, for whereas 
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many manuscripts contain hundreds of pictures this never completed copy of 
Plutarch’s Lives (now in the British Museum Library, London) numbers eighteen 
only, ten of which are here reproduced in colour. In a scholarly introduction Mr. 
Mitchell emphasises the combination of a humanistic, classical script, such as was 
current in Florence, with the courtly, Gothic style of the illuminations which indicate 
a North Italian origin. He then shows, by detailed stylistic analysis, that the manu- 
script was made in Lombardy, c. 1465, under strong influence from the Milanese 
school of book illuminators. The notes contain very full references to literature 
relating to the problems raised by the Plutarch manuscript and appear to be addressed 
to specialists rather than the general public for whom the series is intended. —_ (096) 


PHILOSOPHY [AND PSYCHOLOGY] 


AN INTRODUCTION TO GENERAL METAPHYSICS. Gottfried 
Martin. Translated from the German by Eva Schaper and Ivor Leclerc. Allen & 
Unwin, 18s. 1961. 19°5 cm. 156 pages. Index. 

This book is a translation of Einleitung in die Allgemeine Metaphysik, by Gottfried 

Martin, Professor of Philosophy in the University of Bonn. It describes the develop- 

ment of metaphysics in Plato and Aristotle, substantial extracts from whose works 

are quoted and commented upon. Other Greek contributors to the genesis of meta- 
physics are also noticed, and subsequent developments introduce such figures as Kant, 

Nietzsche and Heidegger. The basic technical terms are given in Greek and explained. 

The reader’s convenience is promoted by an index and occasional footnotes. The 

book will be of use both to classical students and to those seriously interested in 


philosophy. (110) 


PLATO’S THEORY OF KNOWLEDGE. The Theaetetus and the Sophist 
of Plato translated with a running commentary. Francis Macdonald Cornford. 
Reprint. Routledge, 10s.6d. 1960. 21-5 cm. 350 pages. Illustrations. Index. Paper 
covers. (Routledge Paperbacks) 

F. M. Cornford was Professor of Ancient Philosophy in the University of Cambridge 

and his edition of two of Plato’s most important analytical works, the Theaetetus and 

the Sophist has since 1935 been regarded as indispensable to the student and of constant 
interest to the specialist. The dialogues are presented in sections, each of which is 
followed by a commeniary in which Cornford, with his habitual insight and clarity, 
tries to disentangle Plato’s meaning from the accretions deriving from traditional 
interpretations and to relate each to the general trend of the argument. (121) 


WAYS OF KNOWLEDGE AND EXPERIENCE. Louis Arnaud Reid. 
Allen & Unwin, 40s. 1961. 22-5 cm. 288 pages. Index. 
The author (Professor of Philosophy of Education in the University of London) is 
well known for his studies of ethics, aesthetics, and the religious impulse; but this is 
the first occasion on which he has tried to bring together and fuse his thoughts. 
The effort at synthesis is symptomatic of a new outlook in philosophy, which has 
tended towards a sterile departmentalism. The ‘ways of knowledge’ are therefore 
not separate grooves, but converging paths towards a dominating truth; for art, 
religion, moral experience, and the knowledge of persons afford insight in varying 
degrees into the nature of reality. As an authority on education, the author is con- 
cerned with the developed personality. Knowledge is personal; it means involvement. 
It is to be hoped that his plea for the unity which comes of submitting to the 
discipline of the ‘ways’ will receive the attention it deserves. The book would perhaps 
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have gained by a more exact account of how the ‘ways’ are dialectically related, after 
the manner of Croce, Collingwood, and Cassirer. (121) 


THE CONCEPT OF MAN. A Study in Comparative Philosophy. Edited 
by S. Radhakrishnan and P. T. Raju. Allen & Unwin, 42s. 1960. 22 cm. 384 pages. 
Index. 

Western philosophy is moving away from the exclusively epistemological approach 

which has dominated it for so long. This may well be due to the impact of other 

traditions, above all that of the orient. It is therefore appropriate that a work claiming 
to be the first systematic comparative study of the Concept of Man should be edited 
and partly written by Indian thinkers. The Greek, Jewish, Chinese and Indian views 
are presented by distinguished scholars. As each contributor is allowed free rein, the 
unity of the book spontaneously emerges. Nevertheless, the whole is dominated 
by the views of Dr. Raju, who introduces, participates in, and summarises the 
argument (whereas Dr. Radhakrishnan contributes only four pages); and there will 
be some to whom his appeal for a new humanism, purged of the supernatural, will 
come as an anti-climax, especially after the impassioned transcendentalism of Dr. 
Heschel, whose chapter on Judaism is perhaps the best in the book. (128-3) 


NARRATIVE OF A CHILD ANALYSIS. The Conduct of the Psycho- 
Analysis of Children as seen in the Treatment of a Ten-year-old Boy. Melanie 
Klein. Hogarth Press and the Institute of Psycho-Analysis, 75s. 1961. 22-5 cm. $36 
pages. Illustrations. Index. (International Psycho-Analytical Library, No. 55) 

Melanie Klein, who developed an influential variant of Freudian psycho-analysis, died 

shortly before the publication of this detailed day-to-day account of her short analysis 

of a boy of ten. Each of ninety-three sessions, held in four months, is recorded, 
together with notes of technical elucidation, and sixty-nine of the patient’s drawings 
are reproduced. The book is a vital document of contemporary psycho-analysis and, 
though it is not for the general reader, it forms an invaluable record of Melanie 
Klein’s method; the bold directness and ingenuity of her interpretations will command 
the attention both of her followers and of her critics. (131-342) 


BRIDGES OF UNDERSTANDING. A. Graham Ikin. Arco Publications, 
16s. 1961. 19 cm. 254 pages. 
This volume indicates something of what has been accomplished by the detailed 
enquiries already made into the nature of Psychical Research, Parapsychology, 
Spiritiualism and kindred subjects. We are told that the great dissociation between 
matter and mind has broken down and that while harmony is essential between 
scientists working in different departments, it is also needful between scientists and 
those who have found communion with a mind greater than the self, which is called 
God. Miss Ikin, in the course of a vigorous and well-informed discussion, pleads for 
the building of bridges between workers in adjacent fields. (133-07) 


THE PSYCHOLOGY OF EXPRESSION. Dimensions in Human 
Perception. Sylvia Honkavaara. Cambridge University Press, 25s. 1961. 24-5 cm. 
106 pages. Illustrations. Index. Paper covers. (British Journal of Psychology Monograph 
Supplements, XXXI1) 

Can children successfully interpret emotional expression from a very early age or 

do they acquire the ability gradually? A Finnish psychologist reports her experimental 

studies in Finland, England, and the U.S.A. and confirms the theory of gradual 
acquisition. She also challenges the view that attributing emotional expression to 
inanimate objects is characteristic of young children; it seems to be the sophisticated 
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achievement of older people. There may be doubts about the conclusiveness of some 
of her experiments, but the work is disciplined enough to be examined seriously by 
psychologists, and readable enough to appeal to parents and teachers. (136-7) 


THE STRUCTURAL BASIS OF BEHAVIOR. J. A. Deutsch. Cambridge 
University Press, 30s. 1961. 22 cm. 196 pages. Illustrations. Index. 
Dr. Deutsch is Associate Professor of Psychiatry, Stanford University, and was 
formerly University Lecturer in General Psychology at Oxford. This book, based on 
papers in the psychological periodicals, consists of a unified and considerably 
expanded presentation of his well-known theories. He discusses two types of explana- 
tion, the generalisatory type, which is essentially an economical redescription of the 
observations, and the structural type, which postulates a mechanism, made up of 
various types of components, with specified interrelationships. In the light of this 
discussion, he presents three structural theories of great beauty, a theory of need and 
learning, a theory of shape recognition, and a theory of slant discrimination. These, 
he argues convincingly, account for the facts considerably better than previous 
theories. It is unfortunate that the presentation is clumsy, and in places obscure to the 
point of near incomprehensibility. Nevertheless, the book will be indispensable for 
all psychologists occupied with problems of learning and perceptual theory. (150) 


ST. PAUL AND THE GOSPEL OF JESUS. A Study of the Basis of 
Christian Ethics. Charles E. Raven. SCM Press, 5s. 1961. 18-5 cm. 158 pages. 
Paper covers. (SCM Paperbacks) 

THE BIBLE IN THE AGE OF SCIENCE. The Cadbury Lectures in the 
University of Birmingham, 1961. Alan Richardson. SCM Press, 10s.6d. cloth; 
$8. paper. 1961. 18-5 cm. 192 pages. Indexes. (SCM Paperbacks) 

Both writers are concerned fiom different angles with the Christian assessment of 

modern scientific thought. Dr. Raven, formerly Regius Professor of Divinity in the 

University of Cambridge, gives us in his book a lucid, impressive and lively exposi- 

tion of Christian ethics. He first examines the ethics of Jesus and proceeds to analyse 

the main ethical conceptions of St. Paul as found in his principal letters. He shows 
that, far from being a corruption of the message of Jesus, the teaching of St. Paul 
sets forth the significance of what Jesus taught for the life of the world. But the 

Church must abandon some of its traditional notions about man and creation if the 

relevance of the Christian world-view is to be recognised. Dr. Richardson, Professor 

of Christian Theology in the University of Nottingham, provides the reader with a 

closely packed, well-documented and instructive survey of the rise of modern science, 

and of the development of modern theology based upon the recovery of the Bible 
and stimulated by the implications of scientific thought. Among other good things, 
there is a useful account of the existentialist theology, ‘salvation history’ and the 

theology of images. (171-1) (220) 


RELIGION 


THE BIBLE IN THE AGE OF SCIENCE. The Cadbury Lectures in the 
University of Birmingham, 1961. Alan Richardson. SCM Press, 10s.6d. cloth; 
ss. paper. 961. 118-5 cm. 192 pages. Indexes. (SCM Paperbacks) (220) 

See above. 


THE ENGLISH BIBLE: A History of Translations. F. F. Bruce. Lutterworth 
Press, 258. 1961. 23 cm. 248 pages. Illustrations. Index. 


In this volume, Professor Bruce, Rylands Professor of Biblical Criticism and 
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Exegesis in the University of Manchester, traces the history of the various transla- 
tions of the English Bible from the earliest times to the present day. The work of 
scholars, translators and printers is fascinatingly described and the story of the power 
of the Bible to command the allegiance of diverse traditions within the Church is 
impressively told. There are excellent chapters on Tyndale, the Great Bible, the 
Elizabethan Bible, the Authorised and Revised versions and the 20th century versions. 
It would be difficult to name a volume that brings together so effectively the wide 
range of information given here. (220-5) 


THE NEW ENGLISH BIBLE. NEW TESTAMENT. Oxford University 
Press and Cambridge University Press, 21s. Library Edition; 8s.6d. Popular Edition. 
1961. 23-5 cm. and 19 cm. $62 and 444 pages. 

At an early stage in the translation of the New Testament undertaken thirteen years 

ago by the major Christian bodies in the British Isles (excepting the Roman Catholic) 

Dr. C. H. Dodd, the director of the enterprise, wrote in a memorandum that the 

translation should aim at a ‘timeless English avoiding equally both archaisms and 

transient modernisms . . . it should be as accurate as may be without pedantry’. In 
the pursuit of this end, the translators have achieved a striking measure of success. 

This memorable work is not a paraphrase but a translation based upon the meaning 

of the Greek text as interpreted by the best available scholarship. Throughout the 

co-operation of literary advisers has been secured. While it is not intended that it 
should replace the Authorised version, it is eminently suitable for use in public 
worship. The Library Edition has fuller footnotes and a superior binding, but both 

editions have been attractively produced. (225-52) 


NEWMAN THE THEOLOGIAN. The Nature of Belief and Doctrine as 
Exemplified in his Life and Works. J. H. Walgrave. Translated from the French 
by A. V. Littledale. Geoffrey Chapman, 35s. 1960. 22-5 cm. 390 pages. 

Cardinal Newman (1801-1890), though not a professional theologian, is by common 

consent the profoundest enquirer into, and teacher of, the mysteries of faith that 

English Catholicism has produced, at least in modern times. Father Walgrave, a 

Belgian Dominican, has produced principally a useful synthesis and evaluation of 

Newman’s scattered studies in the development of Christian doctrine, which he 

treats in its psychological and apologetical aspects. To this he adds lengthy and 

illuminating appendices on recent Newman studies, especially by Continental 

scholars. The translation is as smooth as so packed and difficult a book will allow. (230) 


THE SCREWTAPE LETTERS and SCREWTAPE PROPOSES A 
TOAST. C. S. Lewis. Bles, 12s.6d. 1961. 20-5 cm. 158 pages. 
The Screwtape Letters now appear with a new preface and a recent piece entitled 
Screwtape Proposes a Toast in which the author mercilessly exposes the pretensions 
of democracy in the diabolical sense—‘I’m as good as you’, “Being like Folks’, 
‘Togetherness’. Screwtape declares that such pretensions are the finest instrument 
which Hell possesses for extirpating political democracies in the strict sense. The 
new preface answers the question often put to the author as to whether he believes 
in the devil. May Screwtape continue to propose toasts and Mr. Lewis to write new 
prefaces! (233-2) 


THE CLOUD OF UNKNOWING. Translated into modern English with 
an introduction by Clifton Wolters. Penguin Books, 3s.6d. 1961. 18 cm. 144 pages. 
Paper covers. (Penguin Classics) 


The Cloud of Unknowing is a mystical treatise of the 14th century intended for those 
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actually called to contemplation. The identity of the author has long been discussed 
but his name is not known. It is the purpose of the work to show that God cannot 
be reached by the intellect, for the cloud of unknowing between God and man can 
only be pierced by love. Hence contemplative prayer is offered not through the 
intellect but through the affections. Mr. Wolters has written a helpful introducticn 
in which he deals with the leading ideas of this devotional classic, and his translation 
is also to be commended. (242) 


LITURGY AND SOCIETY. The Function of the Church in the Modern 
World. A. G. Hebert. Reprint. Faber, 8s.6d. 1961. 20 cm. 268 pages. Index. Paper 
covers. (Faber Paper-covered Editions) 

A reprint of an essay (first published in 1935) on ‘the Church and her message, 

particularly as embodied in the actual order of the Church and her liturgy, in relation 

to the problem of belief and of a true social life in the confused world of today’, 

written by an Anglican. (264) 


CHRISTIANS OF THE COPPERBELT. The Growth of the Church in 
Northern Rhodesia. John V. Taylor and Dorothea A. Lehmann. SCM Press, 30s. 
cloth; 16s. paper. 1961. 21-5 cm. 320 pages. Index. (World Mission Studies) 

EAST AFRICAN REBELS. A Study of Some Independent Churches. 
F. B. Welbourn. SCM Press, 21s. 1961. 22 cm. 272 pages. Indexes. (World Mission 
Studies) 

The first volume, by Mr. Taylor, Africa Secretary of the Church Missionary Society, 

and Dr. Lehmann, a sociologist, tells the story of the churches established in the 

industrial world of the Copperbelt and in villages almost untouched by social change. 

The authors first describe the Church in a society shaped by the pressures of the 

African revolution and trace the growth of African self-assertion with its reaction on 

the life of the Church. An account is given of some independent churches and, finally, 

the meaning and vitality of the Christian community as a whole are illustrated by 
reference to their inward experience, their worship, doctrine and ethics. This is an 
indispensable introduction to the Church in Northern Rhodesia. Mr. Welbourn is 

Warden of Mitchell College, Makerere, Uganda, and in a competent and valuable 

study gives a reliable account of the independent churches in East Africa, particularly 

in Uganda and Kenya. A special plea is made for the recognition by the western 

Christian that the Church exists in each local group claiming the name of Christ— 

however much it may deviate from the western norm. There are full notes and a 

good bibliography. (276-894) (276-76) 


CATHOLIC DIRECTORY for the Year of Our Lord 1961. 124th year of 
issue. Burns & Oates, 21s. 1961. 22°5 cm. 240 pages. Indexes. 
In the current issue of this comprehensive and authoritative directory to the Catholic 
Church in Great Britain all the features indispensable to anyone in day-to-day 
contact with the organised life of the Church reappear in up-to-date form: the 
lists of the hierarchy, the dioceses and parishes, and the times and places of masses; 
the names and addresses of all the priests in the country; a guide to ecclesiastical titles 
and modes of address; statistics recording the slow but steady growth of the Church 
in these islands. In all, a first-class work of reference. (282-42) 


THE OFFICIAL YEAR BOOK OF THE NATIONAL ASSEMBLY 
OF THE CHURCH OF ENGLAND, 1961. Issued by the Church 
Information Office. 78th year of issue. S.P.C.K., 30s. 1961. 21°5 cm. 494 pages. Index. 


This official year book enumerates English dioceses and diocesan officers and the 
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chapters of collegiate churches and chapels royal. There are sections on the Church 
in Wales, the Church of Ireland, the Episcopal Church in Scotland, the Protestant 
Episcopal Church in the U.S.A., the Church of India, Pakistan, Burma and Ceylon 
and the other branches of the Church overseas. Church Assembly Measures from 
1920-60 are listed and there is an Assembly “Who’s Who’. Details of other Church 
organisations are given, and also tables of Church statistics and a summary of legal 
information. Special features of the present issue are an article by Sir John Wolfenden 
on Race Relations, and other articles on Christian Stewardship, Church Membership 
and Missionary Strategy. (283-058) 


THE BAPTIST HANDBOOK, 1961. Edited and published under the 
direction of the Council of the Baptist Union of Great Britain and Ireland. 
Carey Kingsgate Press, 17s.6d. 1961. 21-5 cm. 372 pages. Illustrations. Index. 

The issue of this edition of the Baptist Handbook marks its hundredth year of publica- 

tion. It gives full details of the officers and departments of the Baptist Union, and an 

account of the proceedings of the Annual Assembly held in London in May 1960. 

There are geographical lists of associations and unions and of Baptist churches in 

the United Kingdom, a section on foreign missions, a Who’s Who and a chapter of 

obituaries. A supplement supplies photographs and architectural descriptions of 

newly erected churches. (286-058) 


THOMAS BROWN AND THE ANGELS. A Study in Enthusiasm. 
John Symonds. Hutchinson, 21s. 1961. 22 cm. 176 pages. Illustrations. Index. 
Mr. Symonds has written an unusual book about the Shakers, an American sect 
founded by Ann Lee, a Quakeress from Manchester, England, and deeply influenced 
by the French Prophets who reached England as refugees in the reign of Queen Anne 
and caused considerable confusion by their emotionalism and physical convulsions. 
Thomas Brown, a former Quaker and Methodist, sought out these American Shakers 
in 1798 in his quest for spiritual satisfaction but, in spite of their determined efforts, 
they never succeeded in converting him fully to their faith. A bibliography covering 
the Shakers and the Prophets indicates the research behind the writing of this 
fascinating story. (289-8 


WORLD CULTURES AND WORLD RELIGIONS: The Coming 
Dialogue. Based on the Stone Lectures delivered at Princeton Theological 
Seminary, 1958. Hendrik Kraemer. Lutterworth Press, 35s. 1960. 23 cm. 386 pages. 
Indexes. (Lutterworth Library) 

In this learned and profound volume, Dr. Kraemer, sometime Professor of the History 

of Religions in the University of Leiden, treats of ‘the coming dialogue’ between 

Christianity and the great non-Christian religions. He holds that it is vain to talk 

of ‘meeting’ unless there is an awareness of the historical background which 

determines the mood in which East and West approach each other. The indissoluble 
unity of culture and religion in the Asian religious and cultural systems is strongly 
emphasised and it is urged that while at present Western culture in the East is under 

a cloud, it may well be entering upon a new period of influence. In the concluding 

chapters, Dr. Kraemer contends for a rediscovery of the personal conception of the 

living God as the Christian Church prepares to play its part in the coming dialogue. 
(291-1 

ISLAM AND THE INTEGRATION OF SOCIETY. W. Montgomery 
Watt. Routledge, 32s. 1961. 22-5 cm. 304 pages. Index. (International Library of 
Sociology and Social Reconstruction) 

Dr. Watt, who is Reader in Arabic in Edinburgh University, attempts to deal with 
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the problem of Muslim universalism and separatism. The conflict that results from 
the clash of these tendencies is shown through examples taken from early Islamic 
history. What unity existed was essentially religious, both ideological and practical 
(the latter aspect is not fully brought out), and based on the acceptance of certain 
principles, symbols, and practices. Cultural rigidity today puts Muslims at a dis- 
advantage when subject to the impact of secular civilisation. The book is directed to 
both the orientalist and the sociologist. Both will find much to question, but also 
much to stimulate. (297) 


SOCIAL SCIENCES 

Sociology 

EXPERIENCES IN GROUPS and Other Papers. W. R. Bion. Tavistock 

Publications, 20s. 1961. 22°§ cm. 198 pages. Index. 

Dr. Bion, Honorary Physician to the Tavistock Clinic, London, reproduces here a 
number of articles, most of which have already been published in periodicals. His 
work provides a basis for synthesis of the approach of classical psychoanalysis based 
on the individual with that of group dynamics. The processes described are shown to 
apply to all kinds of human interaction and the book has, therefore, relevance not 
only for psychologists but for all whose work involves association with others, 
whether in committees or major social institutions. (301-15) 


CULTURE AND SOCIETY 1750-1950. Raymond Williams. Reprint. 
Penguin Books, 4s.6d. 1961. 18 cm. 348 pages. Index. Paper covers. (Pelican Books) 
A reprint of an ambitious study, extremely cogently argued, of the changing 

significance of ‘culture’ in Britain over a span of 180 years. First published 1958. 
(301-2) 
Social Surveys 
TRADITION AND CHANGE. A Study of Banbury. Margaret Stacey. 
Oxford University Press, 35s. 1960. 22-5 cm. 246 pages. Illustrations. Index. 
This intensive study, the result of three years’ field-work, is on the lines of the social 
surveys carried out by Charles Booth and his followers, providing illustrative data 
towards general discussions of social policy in changing urban areas. Banbury is an 
example of an English country town which within the last thirty years has acquired 
a large factory, with its resulting immigrant population and housing estates. The 
author describes, with statistical evidence, what this has meant in terms of social 
attitudes, local politics, religious observance, occupational status and other factors 
affecting the local tradition and way of life. (309-14257) 


Demography 

IMMIGRANTS IN AUSTRALIA. A Demographic Survey based upon 
the 1954 Census. Jerzy Zubrzycki, assisted by Nancy Kuskie. Melbourne University 
Press (Melbourne, Australia) on behalf of the Australian National University: 
Cambridge University Press (London), 57s.6d. 1960. 25 cm. 136 pages. Illustrations. 
Index. (Social Science Monographs, 17) 

The population of Australia has passed ten million and is still growing. Half of the 

increase since the end of the Second World War is the result of immigration and some 

one and a quarter million people in Australia at the time of the 1954 census had been 

born overseas. This study by a Fellow in Demography at the Australian National 

University is based on this census and analyses aspects of this immigrant population 
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in nearly seventy figures and tables. Birthplace, religion, distribution in Australia, 
occupations and other topics are covered, and the student of the important new factors 
in Australian social life arising from immigration will find this a most valuable 
source book. (312-994) 


Political Science 
POLITICAL DISCIPLINE IN A FREE SOCIETY. The Sustained 
Initiative. H. J. Blackham. Allen & Unwin, 30s. 1961. 22-5 cm. 284 pages. Index. 
This study in political philosophy, by the author of Six Existentialist Thinkers and 
The Human Tradition, demands and will repay close attention. It begins by dis- 
cussing the present-day apathy and lack of direction in political thought against a 
detailed background of the political philosophies of the 17th century onwards. 
Going on to consider current problems such as population-pressure, diminishing 
natural resources and the threat of nuclear war, which have made earlier theories 
untenable, it shows the bearing of past experiences on social legislation, social service 
and party politics, and offers a solution in the incentives of a free society. (320-1) 


NATIONALISM. Elie Kedourie. 2nd edition. Hutchinson, 12s.6d. 1961. 19 cm. 
152 pages. Index. (Hutchinson University Library) 

This book was first published in 1960. A few changes and additions have been made 

in the second edition. (320-158) 


TWO EARLY POLITICAL ASSOCIATIONS. The Quakers and the 
Dissenting Deputies in the Age of Sir Robert Walpole. N. C. Hunt. Oxford 
University Press, 30s. 1961. 20°§ cm. 248 pages. Index. 

Mr. Hunt, a Fellow of Exeter College, Oxford, develops in this book a new and 

surprising proposition that the political tactics adopted in the 18th and 19th centuries 

by the Society for Promoting Constitutional Information, the Anti-Corn Law 

League and other bodies to influence government policy had already been effectively 

used by the Quakers, Presbyterians, Independents and Baptists of the 17th and 18th 

centuries. This is a theory of considerable importance in tracing the development of 

British democracy, and students of constitutional history will follow with interest 

the evidence of the lobbying and other activities of such groups as the Quaker 

Meeting for Sufferings. (320-942) 


WHITE MAN. A Study of Attitudes of Africans to Europeans in Ghana 
before Independence. Gustav Jahoda. Oxford University Press for the Institute 
of Race Relations, 21s. 1961. 22-5 cm. 156 pages. 

The author is Senior Lecturer in Socia] Psychology in the University of Glasgow, 

but from 1952 to 1956 he was on the staff of the University College of the Gold 

Coast. During those years, when the country was moving towards the independence 

it attained under the name of Ghana in 1957, he carried out a series of studies on the 

attitude of the African to the white man, concentrating not so much on the actual 
relations between the races, but on the mental reactions and images resulting from 
racial contacts. He is concerned largely with the educated African, but he gives data 
on various ages of school children and examines some of the educational and other 
influences affecting his subject. This is pioneer work in a little-investigated field of 
race relations. (323-1667) 
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TELEVISION AND THE POLITICAL IMAGE. A Study of the Impact 
of Television on the 1959 General Election. Joseph Trenaman and Denis McQuail. 
Methuen, 30s. 1961. 22-5 cm. 288 pages. Illustrations. Index. 

How far was the outcome of the 1959 General Election in Britain influenced by 

television? Even before the election, J. Trenaman and D. McQuail, two members of 

the University of Leeds Television Research Unit, began a detailed survey of the 
attitudes and reactions of potential voters in two constituencies in the north of 

England. Throughout the political broadcasts and television transmissions preceding 

the election they continued to keep watch. Their findings (presented in a highly 

technical form, with quantities of statistics) suggest that these pre-election broadcasts 
certainly provided voters with facts that were new to them, but did surprisingly 
little to change their basic political attitudes and prejudices—in these two places, at 
any rate. (324°42085) 


Economics 
THEN AND NOW (1933-1958). A Study of Socio-Economic Structure 
and Change in some Villages near Visva-Bharati University, Bengal. Hashim 
Amir Ali, assisted by Tara Krishna Basu and Jiten Talukdar. Issued under the 
auspices of the Indian Statistical Institute. Statistical Publishing Society (Calcutta): 
Asia Publishing House (Bombay and London), 40s. 1961. 27 cm. 134 pages. Illustrations. 
(Indian Statistical Series, No. 10) 
Despite the fact that the various inequalities associated with caste have been rendered 
illegal, they still persist in practice, and in this book, the second of three socio- 
economic studies of Bengal villages, Dr. Ali and his associates are largely concerned 
with this problem. They compare the social conditions in certain villages as they 
appeared in a survey of 1933 with those of recent years, describing the demographic 
structure, the distribution of property, the rates of income and expenditure, and other 
relevant detail. The treatment is statistical, with the addition of three interesting 
appendices on rural life, consisting of notes made in 1933. (330-954) 


THE ENVIRONS OF TAGORE. A Preliminary Assessment for a Pilot 
Project in Regional Survey and Planning around the Visva-Bharati. Hashim 
Amir Ali. Issued under the Auspices of the Indian Statistical Institute. Statistical 
Publishing Society (Calcutta): Asia Publishing House (Bombay and London), 45s. 1961. 
27 cm. 144 pages. Illustrations. (Indian Statistical Series, No. 9) 

Dr. Ali, who took his doctorate in rural sociology at Cornell University, undertook 

this survey in 1958 on retiring from the post of Principal of the Osmania University 

College of Agriculture. It is useful for its data on the occupational distribution of the 

population of an individual region of Bengal, the extent of literacy, and other matters 

of social importance, and also as an example of the means employed to ascertain the 
possibilities of regional planning. The book is the first of three such studies by the 
same author; together they form a valuable sociological and statistical record of 

Bengal’s rural life. (330°95414) 


FINANCE AND DEVELOPMENT IN WEST AFRICA. The Sierra 
Leone Experience. N. A. Cox-George. Dennis Dobson, sos. 1961. 22°5 cm. 
334 pages. Illustrations. Indexes. 

This intensive study of the economic development of Sierra Leone, which was 

presented for the degree of Ph.D. of London University, will interest students of the 

economics and administration of underdeveloped areas in general as well as those 
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concentrating on West Africa. The author, who is Senior Lecturer in Economics in 
Fourah Bay College, Sierra Leone, shows the importance of public finance in the 
country’s development, particularly during the prosperity of the two World Wars 
and the depression of 1929 to 1935; in addition he gives a large body of commercial 
and agricultural information not available elsewhere in book form. —_ (330-9664) 


ECONOMIC DEVELOPMENT FOR LATIN AMERICA. Proceedings 
of a Conference held by the International Economic Association. Edited by 
Howard S. Ellis, assisted by Henry C. Wallich. Macmillan, 45s. 1961. 23 cm. 
490 pages. Index. 

This volume contains the papers presented at the conference held by the Association 

in Rio de Janeiro in 1957, with summaries of the discussions. The speakers included 

several experts from Brazil, Chile, Mexico and other countries of Latin America, 
but the emphasis was on broad questions of general interest to economists rather than 
on details of local policy. Among the more theoretical papers are important contribu- 
tions by Professors Nurkse, Haberler, Schultz, and Wallich dealing, respectively, 
with international trade theory and development policy, terms of trade and economic 
development, economic prospects of primary products and stabilisation of proceeds 
from raw material exports. (330-98) 


THE PRICE OF T.U.C. LEADERSHIP. Bryn Roberts. Allen & Unwin, 
16s. 1961. 22°5 cm. 148 pages. Illustrations. Index. 
This critical account of the policy of the General Council of the Trades Union 
Congress, by the General Secretary of the National Union of Public Employees, 
gives the reader an insight into various controversial issues within the British trade 
union movement. Mr. Roberts, who is the author of The American Labour Split 
and Allied Unity, claims that the T.U.C. leaders are undemocratically elected 
and that trade union reconstruction is therefore unlikely; he surveys the proceedings 
of the annual Congresses from 1952 to 1959, and gives his reasons for alleging that 
the leadership was responsible for Labour’s defeat in the General Election of 1959. 
(331-880942) 


UNITED KINGDOM FINANCIAL INSTITUTIONS. Central Office 
of Information: Reference Division. 2nd edition. H.M. Stationery Office, 3s.6d. 
1960. 24 cm. $2 pages. Paper covers. (Central Office of Information Reference 
Pamphlet 24) 

Prepared especially for the Overseas Information Services, this pamphlet is a clear 

summary of the origins and working of the institutions upon which Britain’s place 

in international finance largely depends. Sections are devoted, among other matters, 
to the Bank of England, the Royal Mint, the commercial, British overseas and 
foreign banks, the London foreign exchange, gold and discount markets, the accepting 
and issuing houses, the Stock Exchange, hire purchase, the finance corporations, the 
savings movement, building societies and insurance (including fire, accident, marine, 
aviation and life). Explanations are brief and to the point, and short statistical tables 
are introduced whenever appropriate. (332-0942) 


TRANSPORT MANAGEMENT IN THE AGRICULTURAL CO- 
OPERATIVE. R. J. Eaton. Blackwell (Oxford), 21s. 1961. 19 cm. 202 pages. 
Illustrations. Index. 

Despite its limiting title, this little book by the author of The Elements of Transport 

and Transport Service Research sets out very simply the fundamental principles of 
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management applicable to any system of transport. It demands no previous know- 
ledge of the subject. The author calls attention to the various points of detail involved 
in providing the right type and capacity of transport for a given purpose and 
operating it as economically as possible, giving hints, for example, on the planning of 
journeys in relation to distance, the nature of the goods to be carried and the interests 
of the customer. (334°683) 


THE CROWN AND THE MONEY MARKET, 1603-1640. Robert 
Ashton. Oxford University Press, 25s. 1960. 22-5 cm. 240 pages. Index. 
In this detailed work Dr. Ashton, Lecturer in Economic History in the University 
of Nottingham, sets out the results of his original researches into the relations between 
the British Crown, as a borrower, with a business world still undeveloped and ilJ- 
equipped to meet the demands of a relatively highly-organised State. Students will 
find it a well-documented study of the organisation of the money market, the 
securities offered by the Crown and the terms of the loans, and the peculiar position 
of the Corporation of London as a loan contractor and later, with ill consequences, as 
a contractor in land. (336-3433) 


STATISTICAL YEAR-BOOK OF THE WORLD POWER 
CONFERENCE. No. 9. Data on Resources and Annual Statistics for 1954- 
1957, with a Considerable Number of Statistics for 1958. Edited, with introductory 
and explanatory texts, by Frederick Brown. Lund, Humphries for the Central 
Office, World Power Conference, London, 70s. 1960. 28-5 cm. 216 pages. 

This is unfortunately the final issue of this year-book, which has been ably edited 

by the Reader in Commerce in the University of London. It gives authoritative and 

detailed statistics, by continent and country, of stocks, imports and exports of coals, 
coke, wood, petroleum, benzoles and alcohols and of the distribution of natural and 

manufactured gas, water power and electricity, each section being preceded by a 

useful commentary. The work is to be superseded by a World Power Conference 

Survey of Energy Resources, leaving the annual publication of statistics on fuel and 

power to the United Nations. (338-476626) 


OWNERSHIP, CONTROL AND SUCCESS OF LARGE COM- 
PANIES. An Analysis of English Industrial Structure and Policy, 1936-1951. 
P. Sargant Florence. Sweet & Maxwell, 63s. 1961. 24-5 cm. 294 pages. Illustrations. 
Index. 

Economists requiring full, reliable information on the constitution and activities of 

English joint stock companies have in the past had to undertake laborious research. 

Much of the work has now been done for them by Professor Florence, Professor 

Emeritus of the University of Birmingham, whose treatises on industrial organisation 

are widely known. In this volume he analyses the records of 1,700 companies 

responsible for 40 per cent. of the nation’s economic activity; he gives tables, with 

explanatory text, classifying the companies by voting rights pattern, size of the board 

of directors, investment success and numerous other factors of economic interest. 
(33870942) 

THE ELEMENTS COMBINED. A History of the Steel Company of 
Canada. William Kilbourn. Clarke, Irwin ( Toronto), $6.50. 1960. 23-5 cm. 336 pages. 
Illustrations. Index. 

A ‘rags to riches’ story of a simple nail-making shop in Montreal in the 18th century 

becoming one of the country’s greatest enterprises, The Steel Company of Canada. 
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It grew apace with Canada, adapting itself to conditions and supplying some of the 
nation’s most important commodities. The reader is gripped by the dramatic account 
of strong men of finance engaged in the struggle of amalgamation, reorganisation 
and merger, at one point deadlocked before culmination. The drama is heightened 
by the threat of the billion dollar United States Steel Corporation, the rejection of 
whose offer by Max Aitken saved the company for Canada. As a history of big 
business, its changing patterns, its response to the impact of two wars, and a biography 
of Canadian manufacturing in general, the story is very readable, interesting and 
informative. (338-7672) 


INDIAN ECONOMIC POLICY AND DEVELOPMENT. P. T. Bauer. 
Allen & Unwin, 16s. 1961. 22-5 cm. 152 pages. Index. 
An earlier version of this book by the Professor of Economics (with special reference 
to Economic Development in Under-Developed Countries) in the University of 
London was published by the American Enterprise Association of Washington D.C. 
in 1959 as United States Aid and Indiar Economic Development. Now much enlarged, 
it is a highly critical and challenging essay on India’s development policy, particularly 
the Second Five Year Plan and the outlines of the Third Plan, considered in relation 
to the social and economic background. Where he disapproves of existing policy 
Professor Bauer makes alternative suggestions which, whether acceptable or not, 
deserve full consideration. (338-954) 


STUDIES IN CONSUMER BEHAVIOUR. Amalendu Ganguly and 
others. Issued under the auspices of the Indian Statistical Institute. Statistical 
Publishing Society (Calcutta): Asia Publishing House (Bombay and London), 35s. 1961. 
29 cm. 100 pages. (Indian Statistical Series, No. 6) 

These studies by research workers of the Indian Statistical Institute help to meet the 

need for data on a branch of Indian economic relationship which has tended to be 

overlooked, but which is important in planning for national development. Some of 
them deal in full statistical detail with patterns of consumption, analysing them 
according to occupational groups and showing variations in consumer demand and 
in the pattern of consumer expenditure between rural and urban areas. The rest are 
more theoretical, including, for example, studies of concentration curves and of 
statistical discriminant analysis in the description of consumption patterns. —_(339°4) 


Law 
REPORT OF THE COMMITTEE ON LEGAL EDUCATION FOR 
STUDENTS FROM AFRICA. Lord Chancellor’s Office. H.M. Stationery 
Office, 1s.6d. 1961. 24-5 cm. 32 pages. Paper covers. (Command Paper 1255) 
This specialist Committee, under the chairmanship of Lord Denning, Lord of Appeal, 
was asked to consider the facilities for African students studying law, of whom there 
are several hundred in England. The Committee considered extensively the position 
of higher legal education in England and make a number of recommendations on 
such matters as remodelling the Bar examinations, practical training and pupillage, 
admission as solicitors and accommodation. In their second chapter, on higher legal 
education in Africa, they cover university education, professional postgraduate 
training, training of articled clerks and qualification to practise, and finally deal with 
basic legal education applicable to personnel in African courts and others in govern- 
ment service. Under each heading, extensive recommendations are made. That 
dealing with the establishment of a faculty of law in Tanganyika is already being 
implemented. (340°7 
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LORD ELDON’S ANECDOTE BOOK. Edited by Anthony L. J. Lincoln 
and Robert Lindley McEwen. Stevens & Sons, 25s. 1960. 22 cm. 222 pages. 
Illustrations. 

Lord Eldon, Lord Chancellor in the early roth century, kept a book of anecdotes, 

mainly legal and political in character. They dealt with life at Court, incidents in 

Parliament and aspects of work on Circuit. There are many commentaries on Eldon’s 

contemporaries. The 246 pieces have been annotated to provide minimum back- 

ground information by the barrister authors, who also provide biographical notes 
of the main personalities. The majority of these anecdotes have not been printed 

previously and they make an informative and interesting book. (340-9) 


SELECT DOCUMENTS OF ENGLISH CONSTITUTIONAL 
HISTORY 1307-1485. Edited by S. B. Chrimes and A. L. Brown. Black, 
35S. 1961. 22-5 cm. 422 pages. Index. 

No study of the history of government can go far without reference to some of the 

documents which illustrate the nature of important constitutional change. The 

editors of this volume (respectively Professor of History, University College, Cardiff, 
and Lecturer in History, University of Glasgow), recognising from their university 
teaching experience the need of such a collection covering an important period in 
the constitutional history of England, have assembled an imposing selection of docu- 
ments illustrating the problems of the 14th and 15th centuries. Primarily intended 
for the university student, this selection contains much first-hand evidence that other 
readers will find useful for reference in their reading of this critical and difficult 
period of English history. (342-42) 


UNION-STATE RELATIONS IN INDIA. K. Santhanam. Issued under 
the auspices of the Indian Institute of Public Administration. Asia Publishing 
House (Bombay and London), 18s. 1961. 23 cm. 84 pages. 

Mr. Santhanam, author of India’s Road to Socialism and other works, has held several 

important appointments in India, including that of joint editor of the Hindustan 

Times and Chairman of the Second Finance Commission. In the five lectures in this 

volume, which were delivered under the auspices of the Indian Institute of Public 

Administration, he describes the constitutional position of the Indian States in relation 

to the central government and the gradual departure from the original relationship 

as a result of planning; he goes on to forecast a revised constitution with State 
autonomy preserved on linguistic and cultural grounds. (342°54) 


MEDICAL EVIDENCE IN PERSONAL INJURY CASES. The 
Medico-Legal Aspects of an Action for Damages arising out of a Personal Injury. 
Dorothy Knight Dix and Alan H. Todd. H. K. Lewis, 42s. 1961. 22°5 cm. 254 pages. 
Illustrations. Index. 

The authors, who are respectively a Queen’s Counsel and a consulting orthopaedic 

surgeon, clarify the medico-legal principles for which, in individual cases, the amount 

of damages can be deduced. No attempt is made to duplicate topics already covered 
by standard legal textbooks, but relevant principles are summarised, or quoted 
decisions in support of the text are given as footnotes. Reference will have to be made 
to medical books on diagnosis or treatment, but the authors have attempted to cor- 
relate medical aspects of personal injuries to the legal principles as defined by the 
courts. Clifford Morson contributes a chapter on genito-urinary aspects of injury, 
C. Worster-Drought on neurological aspects and Peter Todd on the relation of 
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diabetes to injury. Lord Birkett writes the foreword to this book which will be useful 
to barrister, solicitor, consultant and general practitioner as well as to the student of 
both professions, and insurance companies. (347°5) 


Public Administration 
THE BRITISH DIPLOMATIC SERVICE, 1689-1789. D. B. Horn. 
Oxford University Press, 42s. 1961. 22-5 cm. 340 pages. Index. 

Although the 18th century history of other branches of the public service has been 
fully explored, there has been no similar investigation of the foreign service until 
this comprehensive study by the Professor of Modern History in the University of 
Edinburgh. Interesting alike to students of political and administrative history, it 
describes the recruitment, training, duties and privileges of members of the diplomatic 
service during this period and the relationship between diplomatists, consuls and 
secret agents. The final chapter, on diplomacy and authorship, shows the main fields 
of literature in which individual diplomatists made a significant contribution during 
the 18th century. (351°10942) 


THE DISTRICT AUDITOR. Leonard Mervyn Helmore. Macdonald & 
Evans, 25s. 1961. 22*5 cm. 230 pages. Index. 
This book provides lucid and comprehensive information about the district auditor, 
thereby filling a gap both in textbooks and general reading. It describes the history, 
method of appointment, and work of the district auditor and, in particular, his 
relationship with local councillors and local government officials, as well as with the 
Comptroller and Auditor-General. The first part, on the history of the district 
auditor, is invaluable to the local government historian, especially as it is the first time 
that this office has been examined critically and in such detail. The more general 
reader will find Parts II and III, on the district auditor’s appointment and actual work, 
enlightening. It should prove an extremely useful book to everyone concerned in or 
with local government. (35217) 


BUILDING BY LOCAL AUTHORITIES. The Report of an Inquiry by 
the Royal Institute of Public Administration into the Organization of Building 
Construction and Maintenance by Local Authorities in England and Wales. 
Elizabeth Layton. Allen & Unwin, 40s. 1961. 22°5 cm. 376 pages. Index. 

This is the fourth of a series of major research projects sponsored by the Royal 

Institute of Public Administration; it was carried out under the direction of a steering 

committee including chief officers, architects and surveyors, with Mrs. Layton as 

research officer. The findings, which were obtained largely by personal interview 
and questionnaire, give a wealth of information on the control by the central govern- 
ment and by council committees of the building of houses, schools and other buildings 
in England and Wales, on the choice between contracts and direct labour, and on 
other matters of organisation interesting to public officials, building contractors and 
students of public administration. (352-5) 


Social Welfare 

THE ANNUAL CHARITIES REGISTER AND DIGEST, 1961. 
Being a Classified Register of Charities. 68th edition. Family Welfare Association 
and Butterworth, 17s.6d. 1961. 21 cm. 446 pages. Index. 

This yearbook lists charities and foundations in the United Kingdom and subdivides 

them according to the needs which the charities are intended to meet and the aims of 

the foundations. There are thus, for instance, separate chapters for charities concerned 
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with the care of the blind, the physically handicapped, and the welfare of children, 
and other sections are devoted to religious, educational and benevolent associations. 
The purpose of each organisation is briefly set out and there is also information as to 
its date of foundation, income, address and the names of its chief officers. 
(361-058) 


* HOSPITAL ABSTRACTS. A Monthly Survey of World Literature 
prepared by the Ministry of Health. Vol. 1, No. 1, January, 1961. 21 cm. 
H.M. Stationery Office, $s. per copy, 64s. per annum. 

This well-produced periodical most usefully fills a gap in medical literature. Not 
only will it save the time of those concerned with all matters relating to hospital 
planning, organisation and administration, excepting clinical and professional aspects, 
it will also introduce them to work to which they would not otherwise have had 
access. The most informative abstracts are based on books, reports, pamphlets and 
periodical articles published in Europe, Japan, Latin America, Britain and the 
Commonwealth, the United States and the U.S.S.R. The abstracts are well set on 
the page and the type is very clear. (362-105) 


THE HOSPITALS YEAR BOOK, 1961. An Annual Record of the 
Hospitals of Great Britain and Northern Ireland. Edited by J. F. Milne. Institute 
of Hospital Administrators, 393.6d. 1961. 25*5 cm. 1,196 pages. Indexes. 

Apart from the list of hospitals, arranged by regions, which gives such information 

as the number of beds and types of disease treated and the names of senior officers, 

the year book describes the hospital service, gives notes on provident schemes, and 

professional organisations. There is a wealth of information of both a general and a 

technical nature, also legislation having bearing on the hospital and a summary of 

relevant reports. The work includes a guide to manufacturers of hospital equipment 
and supplies, and will be a valuable reference work for hospital administrators. 
(362°110942) 

Education 

THE EDUCATION AUTHORITIES DIRECTORY AND ANNUAL, 
1961. $8th year of publication. School Government Publishing Co., 35s. 1961. 
21 cm. 724 pages. Index. 

This comprehensive reference book gives details of the organisation and administra- 

tion of education in England, Wales, Scotland and Northern Ireland: the Ministry 

of Education, the London County Council, the Education Committees of counties 
and county boroughs, secondary schools of all types, whether maintained or not, 
polytechnics and technical institutions, universities and colleges, special schools, 
children’s departments, library services, educational societies, together with their 
addresses and personnel. The preliminary survey of education in 1960 includes 
summaries of four important reports, Crowther, Albemarle, Anderson and Lock- 
wood, which appeared during the year. There is also a diary of coming events in 
education for 1961. (370°58) 


SCHOOLS, 1961. A Directory of the Schools in Great Britain and Northern 
Ireland arranged in Order of their Counties and Towns. 38th edition. Truman & 
Knightly, 10s.6d. 1961. 18-5 cm. 1,016 pages. Illustrations. Indexes. 

This guide to Independent Schools is published annually by one of the leading 

scholastic agents. It provides a geographical directory of schools, a list of boys’ Public 

Schools giving details of fees, and a section on scholarships, bursaries and exhibitions 

available at schools for boys and girls. The greater part of the book is taken up with 
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advertisements for schools, tutors, secretarial colleges, technical colleges and art 
schools and a group of announcements relating to careers and vocational training. 
(37058) 
POLICY IN PERSPECTIVE. Report of the BACIE Annual Conference, 
held at Cambridge 22-24 September, 1960. British Association for Commercial and 
Industrial Education, 10s.; 7s.6d. to members. 1960. 21-5 cm. 126 pages. 
The purpose of the conference here recorded was to bring together the Chairmen of 
the various Committees that have reported on relevant aspects of education in 
Britain during the last few years. Brief summaries of the following reports are 
included: Willis Jackson, Crowther, McMeeking, New Scheme of Management 
Studies, Carr, Industrial Training Council, Anderson, and Albemarle and there is a 
short discussion of the main recommendations contained in each report. The book 
thus provides a very useful and thoughtful summary of much of the thinking on 
matters related to commercial and industrial education. (371-426) 


RELUCTANT REBELS. Re-education and Group Process in a Residential 
Community. Howard Jones. Tavistock Publications, 30s. 1961. 22°5 cm. 240 pages. 
Illustrations. Index. 

An interesting and well-documented account of an experiment in group therapy 

carried out in a residential community for disturbed boys aged ten to fourteen years. 

The author is a lecturer in social studies in the University of Leicester, and his account 

is based on the attempts of the staff of the ‘school’ to help the boys to adjust themselves 

to society, by the creation of a kindly atmosphere in which they could develop their 
own social relationships and also review them in group discussions. From his 
observations, the author has formulated a theory which attempts to understand the 
processes of social readjustment. This is an important book and worthy to be read 
alongside the work of Moreno and Homer Lane, among others, which the author 
briefly reviews. (371-92) 


PUBLIC AND PREPARATORY SCHOOLS YEAR BOOK, 
1961. The Official Book of Reference of the Headmasters’ Conference and 
of the Incorporated Association of Preparatory Schools. 71st year of publication. 
Edited by J. F. Burnet and L. P. Dealtry. Black, 25s. 1961. 19 cm. 2,000 pages. 
Indexes. 

The first part of this annual book of reference provides particulars of the Headmasters’ 

Conference and of other bodies concerned with Public and Preparatory Schools and 

then an alphabetical list of Public Schools whose headmasters are members of the 

Conference. Details are given of governing bodies, staff, admission, scholarships, 

curriculum and current fees. The second part gives similar information for Preparatory 

Schools belonging to the Incorporated Association of Preparatory Schools, arranged 

geographically under counties and with an index of headmasters. The final section is 

concerned with entrance examinations, universities and institutes of further education, 

scholarships and careers for school leavers. (373-058) 


CONFERENCE OF THE UNIVERSITIES OF THE UNITED 
KINGDOM 1960. Report of Proceedings. Association of Universities of the 
British Commonwealth, 5s. 1961. 21-5 cm. 88 pages. Index. Paper covers. 

It is proposed that by 1970 the number of university students in England shall be 

75 per cent. greater than in 1957-58, and both the subjects considered at the recent 

conference of members of university staffs—the future of the General degree and the 

new universities—were related to this expansion. Many of the additional places will 
be in new universities and those actively concerned with planning the universities of 
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Sussex, York and Norwich contributed to a discussion of problems and opportunities 
in establishing new foundations. It was thought that increased student numbers 
might bring to the universities some who would be unable to tackle Honours degree 
courses; opinions differed on whether General degree courses could or should meet 
their needs. (378-42) 


Telecommunication 
B.B.C. HANDBOOK, 1961. British Broadcasting Corporation, 6s. 1961. 
19 cm. 268 pages. Illustrations. Index. 

This yearbook reviews broadcasting on the home and external services during the 
year 1959-60. There is a chapter on progress in sound and television radio engineering, 
and the reference section includes items on the B.B.C. constitution and on audience 
research. The rest of the book is devoted to details of the organisation of the 
Corporation, and to accounts and st: tistics. (384°54) 


Transport: Marine 
LLOYD’S CALENDAR, 1961. Lloyd’s, 12s.6d. 1960. 21 cm. 736 pages. 
Indexes. 

In addition to the usual calendar of information useful to seamen, tide tables and 
other navigational tables, and a multilingual glossary of maritime and commercial 
terms, this issue contains an article reprinted from the Shell Magazine on Tanker 
Towage, and articles by Mr. H. N. Pemberton on Marine Machinery Failures and 
by Dr. C. T. Sutton of B.P. Tanker Company Ltd. on the Nature of Jet Engine Fuel. 
There is also a review of the International Conference on Safety of Life at Sea which 
met in London in June 1960. (387-058) 


Customs 
EASTER AND ITS CUSTOMS. Christina Hole. Richard Bell, 9s.6d. 
1961. 22°5 cm. 64 pages. Illustrations. Index. 

This useful little study by a writer well known for her writings on English folklore 
and traditional ceremonies may be regarded as a companion to her similar work on 
Christmas and its customs. Readable and attractively produced, with black-and-white 
decorations, it should please the popular reader without offending the scholar. It 
concentrates on the Easter customs of Britain (though not without reference to the 
wider ecclesiastical and pre-Christian customs of Europe and the East). It includes a 
survey of such post-Easter English customs as Hocktide and the well-dressing 
associated with Ascension Day. (394:268) 


Folk-lore 


STORIES FROM SOUTH UIST. Told by Angus MacLellan. Translated 
from the Gaelic by John Lorne Campbell. Routledge, 30s. 1961. 22-5 cm. 284 pages. 
Indexes. 

A collection of Gaelic folktales told by a Hebridean crofter aged 90; including Ossianic 

tales, local traditions, tales of the supernatural, and stories of humour and adventure, 

mostly of the traditional Highland type made familiar since 1860 by Campbell of 

Islay’s West Highland Tales. The Ossianic stories are excellent specimens; some of the 

others do not measure up to the high standards set by the best Gaelic tellers, though 

always vivid and lively. They are intended for adults—as this great and ancient 
tradition of oral entertainment has always been—but children would enjoy them too. 

The translations and annotations show the collector’s usual sound scholarship and 

good taste. (398-210941) 
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LINGUISTICS 


TEACHING ENGLISH IN DIFFICULT CIRCUMSTANCES. 
Teaching English as a Foreign Language, with Notes on the Technique of Text- 
book Construction. Michael West. Longmans, 10s.6d. 1961. 22-5 cm. 144 pages. 

Dr. Michael West is known as one of the foremost authorities on the techniques of 

teaching English as a second language. He always has illuminating things to say and 

this book, which will be read by teachers of English overseas as the latest contribution 
to the methodology of the subject, is full of good sound sense based upon a lifetime 
of experience in and thought about the problems of teaching English. Not all of it 
is new but its value lies in the application of the now familiar teaching processes in 
unfavourable classroom conditions. So much that is taught in the teacher training 
college is liable to seem unrealistic in such circumstances that the tried processes 

Dr. West describes here should be of special value to teachers faced with unfavourable 

conditions, and to the training college tutor who has to prepare his students for 

them. (420-7) 


ENGLISH LANGUAGE TEACHING AND TELEVISION. S. Pit 
Corder. Longmans, 7s.6d. 1961. 21-5 cm. 112 pages. Paper covers. 
Mr. Corder is a member of the British Council’s English Language Unit and his 
book is based upon a year’s work at the School of Applied Linguistics in the 
University of Edinburgh. He considers instructional television as operating in various 
countries together with previous research on its effectiveness. He concludes that 
television as a medium has peculiar potentialities and disadvantages, and that there 
would be little point in using it to transmit traditional classroom teaching in the 
English language. He then explains the contextual method appropriate to television 
and outlines its requirements in personnel and equipment. The teaching of the 
English language by television is likely to increase and Mr. Corder’s book should be 
read by all concerned in it. He resumes available knowledge, listing his sources in a 
useful bibliography, and he makes it clear that such teaching is a complicated under- 
taking which needs careful thought. (420-78) 


SMALLER SLANG DICTIONARY. Eric Partridge. Routledge, 18s. 
1961. 22°5 cm. 214 pages. 
An abridgement of the author’s Dictionary of Slang and Unconventional English (16th- 
2oth Centuries), excluding all material obsolete by 1900, omitting ‘cant’ (underworld 
language) and all matter offensive to propriety or delicacy. With the explanation of 
each slang word or phrase, notes are given of its date, source, likeness to other 
English or foreign expressions, pronunciation and whether it is colloquial or not. 
Mr. Partridge, a very well known philologist, has produced a long-needed book that 
should be welcomed by schools, general readers and, particularly, by overseas 
students of English. (427-09) 


PURE SCIENCE 
Mathematics 
PROGRAMMING FOR DIGITAL COMPUTERS. Putting Computers 
to Profitable Use. J. F. Davison. Business Publications in association with Batsford, 
35S. 1961. 22-5 cm. 188 pages. Illustrations. 
This volume is an attempt to bridge the gap between books on the engin¢ering and 
design aspects of computers on the one hand and those on their applications as data- 
processing machines on the other. The author, who is an experienced programmer, 
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believes that programmers need not necessarily be mathematicians, and has succeeded 
in his general aim, which is to make computers easier to use, especially for the non- 
expert who is concerned only with the problem to be solved. His book is intended to 
be completely intelligible to people with little mathematical training, but with some 
mental agility. Sufficient details of computer design and operation are given for the 
reader to understand the argument, and many examples are given of simple pro- 
grammes and of more sophisticated techniques, including the use of autocodes. 


(510-78) 


THE WORLD OF MATHEMATICS. A Small Library of the Literature 
of Mathematics from A‘h-mosé the Scribe to Albert Einstein, presented with 
commentaries and notes by J. R. Newman. 4 vols. Allen & Unwin, £7 7s. 1960. 
22 cm. Vol. I, 742 pages; Vol. II, 698 pages; Vol. III, 614 pages; Vol. IV, 520 pages. 
Illustrations. Index. 

This book is something between an anthology and a small library. There are 133 

selections, each complete in itself, taken from writings, mostly famous, on the history, 

nature, and uses of mathematics. Mr. Newman’s personal taste is reflected in the 
selections, but it is a taste which coincides with that of a great many other people. 

Puzzles, chess, symmetry, relativity, logic, aesthetics, music, and topology are ex- 

amples of the subjects treated. About a tenth of the book is occupied by Mr. Newman’s 

illuminating comments on the selections and their authors. He is an American 
authority on the literature of mathematics and joint author of the book Mathematics 

and the Imagination. (510-8) 


Astronomy 
MAN’S VIEW OF THE UNIVERSE. R. A. Lyttleton. Michael Joseph, 


16s. 1961. 22-5 cm. 108 pages. Illustrations. Index. 
A beautifully written, admirably informative book which can be read fairly 
comfortably at one sitting. The author, who is a recognised authority on theoretical 
astronomy and astrophysics, proceeds outwards in casy stages from the earth itself to 
the farthest galaxies, discussing the latest theories and observations and summarising 
the present state of human knowledge. Although written for the layman, the book 
demands some knowledge of astronomical phenomena and will be enjoyed most by 
those who are already familiar with modern popular works on the subject. —_ (523) 


Physics 
AN INTRODUCTION TO THE THEORY OF VIBRATING 
SYSTEMS. W. G. Bickley and A. Talbot. Oxford University Press, 30s. 1961. 
22 cm. 254 pages. Illustrations. Index. 
This is mainly a theoretical basic study of the subject, with emphasis on mechanical 
structures and systems and with a considerable mathematical content. Energy methods 
are employed extensively and use is made of Lagrange’s equations of motion and of 
Rayleigh’s principle applied to both discrete and continuous systems in vibration. 
Systems with single and multiple degrees of freedom are dealt with, and there is a 
useful account of the analogies between electrical and mechanical vibrating systems. 
There are two chapters on wave propagation, and one on non-linear systems. Exer- 
cises and problems with answers are given in most chapters of the book, which is 
written for engineering students of B.Sc. standard. The senior author is Emeritus 
Professor of Mathematics and the other a lecturer in mathematics in the University 
of London. (531-32) 
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SELECTED PAPERS ON STRESS ANALYSIS. Presented at the 
Institute of Physics Stress Analysis Group Conference, Delft, 1959. Chapman & 
Hall for the Institute of Physics, 50s. 1961. 27-5 cm. 114 pages. Illustrations. 

The papers in this selection can be divided into two categories: stress analysis and 

instrumentation. The first group consists of an assortment of problems, solved mostly 

by use of photo-clastic models. One paper decscribes a rather unusual analysis of the 
stresses in a welded joint by testing to failure a series of models of elements of the 
joint. This method might have more general application. The second group, besides 
describing ways of solving particular instrumentation problems, includes a critical 
survey of the possibilities of direct magnetic recording of experimental records. At 
the end is a summary of thirty-three papers presented at the conference and not 
reported in full. (531-38) 


PROGRESS IN CRYOGENICS. Vol. 3. Edited by K. Mendelssohn. 
Heywood, 45s. 1961. 25-5 cm. 180 pages. Illustrations. 
The third volume of this series provides further standard reference literature in 
cryogenics. The opening article on helium liquefiers will be particularly useful to 
establishments thinking of acquiring or making their own helium liquefier. Low 
temperature heat exchangers are comprehensively dealt with. A very interesting 
article describes the development of a novel heat pump by the Arthur D. Little Co., 
with displacer pistons and super-efficient regenerators, which may well lead to a rival 
to the popular Collins helium liquefier. An article on rocket engines using cryogenic 
fluids had to come sooner or later. The remaining articles on paramagnetic substances 
and dynamic nuclear orientation are more academic in character. (536-56) 


THE THEORY OF TRANSITION-METAL IONS. J. S. Griffith. 

Cambridge University Press, 95s. 1961. 26-5 cm. 466 pages. Illustrations. Indexes. 
The ligand-field theory has recently been applied with considerable success to certain 
physical and chemical properties of ionic transition metal compounds. There are 
several excellent relatively elementary accounts, which generally omit any details of 
the techniques required in the application of the theory. The Professor of Chemistry 
in the University of Pennsylvania, who is also a Fellow of King’s College, Cambridge, 
has been much concerned with the mathematical techniques and their application to 
this ficld,and his book meets the need for an advanced text suitable for research workers 
in theoretical physics and in physical chemistry who have expert knowledge in the 
field. The larger part of the book deals with the theoretical schemes and mathematical 
techniques as applied to angular momentum, electromagnetic radiation, the structure 
of free atoms and ions, magnetic effects in atomic structure, groups and matrices, 
complexions, crystal field theory, and strong field coupling. Three chapters deal with 
applications to transition-metal ions, their paramagnetic susceptibilities, optical 
spectra, thermodynamic properties, electron spin resonance, and nuclear magnetic 
resonance. Numerous data and a considerable number of examples are included. The 
book is beautifully produced. (537°1) 


THE FUNDAMENTAL ATOMIC CONSTANTS. J. H. Sanders. 
Oxford University Press, 10s. 1961. 21-5 cm. 96 pages. Illustrations. Index. (Oxford 
Library of the Physical Sciences) 

The determination of the fundamental constants of physics presents one of the most 

interesting aspects of the progress of this subject. Their critical consideration is also of 

considerable didactic value and some account is a normal part of any textbook of 
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physics. The author, who is a lecturer in physics in Oxford University, has provided a 
very readable, informative, and up-to-date account, whose full documentation ensures 
its value not only to degree students in physics, but also to research workers. Following 
a discussion of the constants themselves, further chapters deal with early measure- 
ments, the velocity of light, recent precise measurements, and finally with the problem 
of the derivation of the best values of the constants. There are brief appendices on 
symbols, standards of measurement, and on constants. The book is fully indexed. 
(539-14) 


ELECTROMAGNETIC STRUCTURE OF NUCLEONS. S. D. Drell 
and F. Zachariasen. Oxford University Press, 12s.6d. 1961. 21-5 cm. 120 pages. 
Illustrations. (Oxford Library of the Physical Sciences) 

This is an authoritative and concise text by two members of Stanford University, 

dealing with the nature of data obtained on nucleon-nucleon interactions and some 

of the theories and techniques used in their interpretation. Following definition and 
discussion of the electromagnetic structure of nucleons, the experimental :vidence and 
its theoretical treatment for the derivation of form factors is discussed for several types 
of interaction. These include elastic electron-proton scattering ; neutron-clectron inter- 
action; inelastic electron-deuteron scattering; elastic electron-deuteron scattering; and 
electron production of pions from protons. The calculation of form factors by different 
approaches is described and the validity of quantum electron dynamics is discussed. 
The book is documented but there is no index. For theoretical nuclear physicists. 
(539°74) 

Chemistry 

THE LIFE AND WORK OF WILLIAM HIGGINS, CHEMIST 
(1763-1825). Including reprints of A Comparative View of the Phlogistic and Anti- 
phlogistic Theories and Observations on the Atomic Theory and Electrical Phenomena 
by William Higgins. T. S$. Wheeler and J. R. Partington. Pergamon Press, 60s. 1960. 
22°5 cm. 704 pages. Illustrations. Indexes. 

This work by the Professor of Chemistry at University College, Dublin, and the 

Emeritus Professor of Chemistry in the University of London, both authorities on the 

history of chemistry, provides a readable account of the life and work of this celebrated 

Irish chemist. There has been controversy on the claims of Higgins and Dalton to be 

considered the originator of chemical atomic theory and this work presents an un- 

biased review of the parts played by these two eminent scientists in its formulation. 

After reviewing Higgins’ life and place in the scientific world of his day, the authors 

discuss his contributions to the a.omic theory vis-a-vis the work of Dalton, readably 

presenting both early and contemporary opinions. Reprints of his two famous works 
do much to enhance the value of an already excellent book to the student of chemical 

history. (540) 


ELECTRODE PROCESSES. New edition. Butterworth, 60s. 1961. 25 cm. 
342 pages. Illustrations. Index. (Discussions of the Faraday Society No. 1, 1947) 
This volume consists of forty papers read before the Faraday Society, together with 
the consequent discussions, and now reissued in a new edition to meet a renewed 
demand for the material. The papers are grouped under sections: general and 
theoretical, hydrogen overvoltage, deposition of metals, oxygen overvoltage, and 
anodic processes and cell reactions in general. They are of a research character, 
embracing both theory and experimental investigations, and constitute a valuable 
record of international thought and opinion on the many facets of the subject. A book 
principally for physical chemists. (541°372) 
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AN INTRODUCTION TO TRANSITION-METAL CHEMISTRY: 
Ligand-Field Theory. Leslie E. Orgel. Methuen, 25s. 1960. 22 cm. 180 pages. 
Illustrations. Index. 

The title is somewhat misleading, the book being essentially a non-mathematical 

account of the ligand-field theory and its value in describing and systematising certain 

features, including the structures and stereochemistry, the valencies and chemical 
reactivities, and certain physical properties of selected, suitable transition metal com- 
pounds. The author, who is Assistant Director of Research in the Department of 

Theoretical Chemistry, University of Cambridge, has made notable contributions to 

this subject. His writing is clear and the selection of material skilful. The text is mainly 

designed for students taking honours degrees (or their equivalent) in chemistry, and 
is well suited to this purpose; it will be appreciated also by others requiring an up-to- 
date account of the field. The book is very attractively produced and selected references 

are included. (546-3) 


QUALITATIVE ORGANIC ANALYSIS. B. Haynes. Cleaver-Hume 
Press, 178.6d. 1961. 25°5 cm. 240 pages. Illustrations. Index. Spiral binding. 
Typewriter script. 

The author is well experienced in training students for the Ordinary and Higher 

National Certificates in Chemistry and for Graduate Membership of the Royal 

Institute of Chemistry. This book is particularly suited to such students, but is also 

suitable for degree courses. There are many books on the subject, usually differing in 

minor detail only. This one, however, is very satisfactory. It confines itself to experi- 
mental material, but presents it in considerable detail and includes an unusually wide 
variety of information. A highly desirable feature is the emphasis on a full set of pre- 
liminary tests and the information they can provide. On the results of these tests, 
compounds are classified into eight sections which are discussed in turn. The separation 
of mixtures is described briefly, a very good range of descriptions of the preparation 
of derivatives is given, and there are numerous tables on the melting points of deriva- 
tives. An appendix deals with the preparation of reagents. (47°34) 


Geology 


INTRODUCING GEOLOGY. The Earth’s Crust considered as History. 
D. V. Ager. Faber, 30s. 1961. 22°5 cm. 244 pages. Illustrations. Index. 
The author has set out to give a summary of historical geology which will interest 
rather than instruct. He has done this straightforwardly, illustrating the record with 
references to British geology and to the scientists who have contributed to unravelling 
it. The important stages are clearly explained, and the development of life is corre- 
lated with them. Somchow, he just fails to convey his own enthusiasm and under- 
standing to the reader; stratigraphy is perhaps a section of geology less attractive than 
others to beginners, and the author plunges rather precipitately into it. Nevertheless, 
as an authoritative summary for university students it should prove of considerable 
value. (550) 


THE EARTH: Rocks, Minerals and Fossils. W. B. Harland. Vista Books, 
258. 1961. 24 cm. 256 pages. Illustrations. (Vista Illustrated Science Series) 

The importance of geology in modern life is increasing almost daily, and this no doubt 

explains in part the popularity of introductions to the science. But one feels that this 

is due more to geologists having found the way to bring home the value and interest 

of their subject. Dr. Harland’s book is an outstanding example of successful treatment. 
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It conveys a very wide range yet succeeds in including the kind of detail which arouses 
the readers’ interest: here in a volume of reasonable size he explains what geology is 
about, what the earth is like now, the history of the geological record, how scientists 
have found this out, the importance of geology today, how geologists set to work and 
the significance of that work for modern man. In all this he is ably seconded by his 
illustrator, Paxton Chadwick. The volume is finely produced, and the price remark- 
ably reasonable. (550) 


Anthropology 
MAN: THE KNOWN AND UNKNOWN. John Langdon-Davies. 
Secker & Warburg, 21s. 1960. 22°5 cm. 226 pages. 

In this book Mr. Langdon-Davies, whose works on popular science are widely known 

sets out to sketch for the general reader what he considers to be the current trend of 
thinking regarding the evolution of man in both its somatic and psychological aspects. 
He outlines what is already known about man’s evolutionary history and stresses 
those biological problems which he thinks deserve more careful consideration than 
they have hitherto received. In this connection he discusses some of the more obscure 
psychological phenomena such as hypnosis and mental effects induced by drugs, 
thence proceeding to more speculative material concerning man the unknown, such as 
the claims made for telepathy, unorthodox healing, and evidence suggesting survival 
after death. (572) 


PUL ELIYA: A Village in Ceylon. A Study of Land Tenure and Kinship. 
E. R. Leach. Cambridge University Press, 45s. 1961. 22-5 cm. 360 pages. Illustrations. 
Index. 

This technical study, by the Reader in Social Anthropology in the University of 

Cambridge, is deliberately designed for his professional colleagues only. It is a 

meticulously detailed analysis of social and economic organisation in a village of about 

150 people, where everybody is related to everybody else, and the author’s main thesis 

is that here kinship ties are less significant than commonly supposed in regulating 

property rights and the practices of land use. As a corrective to some recent trends in 
anthropological theories of kinship the book is of considerable value, and the elaborate 
case material presented in it also contradicts current views about the nature of 

Sinhalese land tenure. However, only those specially interested in its subject matter are 

likely to appreciate its great merit. (572-95489) 


Biology Biochemistry 


THE BIOCHEMISTRY OF MUCOPOLYSACCHARIDES OF 
CONNECTIVE TISSUE. Biochemical Society Symposium No. 20 held 
at the Royal College of Surgeons, London, on 13 February 1961. Edited by F. Clark 
and J. K. Grant. Organized by J. K. Grant. Cambridge University Press, 25s. cloth- 
bound; 15s. paper. 1961. 25 cm. 132 pages. 

This Biochemical Society Symposium is the second to be devoted to the mucopoly- 

saccharides. The one new and important aspect not considered in the earlier symposium 

is the mechanism of the biosynthesis of monosaccharides and of glycosidic bonds on 
which much work has been done and outstanding progress achieved. Efforts have been 
made to integrate the steps thought to lead to ultimate mucopolysaccharide synthesis 
but there is still no generally accepted terminology in this field. Interest in the subject 
has recently increased, yet members of the symposium believe that much remains to 
be done before there is a clear understanding of many aspects of the structure, function 
and mode of synthesis of these biologically important substances. (574°192) 
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AN INTRODUCTION TO BIOCHEMISTRY. E. O’F. Walsh. 
English Universities Press, 27s.6d. 1961. 22°5 cm. 464 pages. Illustrations. Index. 
(Biological Science Texts) 

This book by the Professor of Biochemistry in Hong Kong University, formerly of 

the Royal Free Hospital School of Medicine, London, should prove popular and 

successful. It aims at interesting the reader in the subject and to this end omits much of 

the elementary organic and physical chemistry usually included, while providing a 

remarkable range of purely biochemical information, mainly with a biological bias. 

This treatment is suitable and possibly even advantageous for those requiring no further 

training than that provided in this book, but where a more advanced level is aimed at 

more emphasis on fundamentals would be preferable. A great deal of very recent 
work is included, and much attention is paid to the historical background. The book 
will thus be appreciated not only by medical, biology, and chemistry students, but also 
by older scientists interested in obtaining an up-to-date account. Most of the chemical 
and a good deal of other information is included in appendices. ($74°192) 


CIBA FOUNDATION SYMPOSIUM ON QUINONES IN 
ELECTRON TRANSPORT. Editors for the Ciba Foundation: G. E. W. 
Wolstenholme and Cecilia M. O’Connor. Churchill, 60s. 1961. 21 cm. 466 pages. 
Illustrations. Indexes. (Ciba Foundation Symposia) 

The discovery of the occurrence of the quinones in animals, micro-organisms and 

higher plants has stimulated great interest in these substances. The papers included in 

the symposium cover such subjects as the isolation of ubiquinone (coenzyme Q) in 
the universities of Liverpool and Wisconsin, the chemistry of this and related com- 
pounds, the biosynthesis of the quinones and recent investigations on the chemistry 
and function of vitamin K. From Liverpool comes a contribution on the possible réle 
of ubiquinone in the respiratory chain, whilst the Florida State University suggests 
that plastoquinone may have a function in the electron transport system of photo- 
synthesis. Questions raised and information offered in this symposium may well affect 
future research in the fields of biology, biochemistry and pharmacology. —_ (§74-192) 


Zoology 
ICHTHYOLOGY. The Fish of the Middle Zambesi. P. B. N. Jackson. Manchester 
University Press (Manchester) for the Trustees of the National Museums of Southern 
Rhodesia, 6s. 1961. 25 cm. 38 pages. Illustrations. Paper covers. (Kariba Studies) 
The survey which is reported in this publication was undertaken before the completion 
of the Kariba dam, so that there should be information for forecasting what would be 
the fish population of the vast lake to be formed, and how valuable a resource it 
would be to the Africans living along its shores. The species found are described and 
their general biology and habitats discussed. It seems likely that the population will be 
sparse, particularly during the dry seasons, and recommendations are made for intro- 
ducing species of Tilapia which should form a better basis for a productive fishery. 
(597-0967) 


MAMMALS IN THE BRITISH ISLES. Philip Street. Robert Hale, 21s. 
1961. 22-5 cm. 188 pages. Illustrations. Index. 

Mr. Strect’s previous books include accounts of the London Zoo, Whipsnade, and 

sea-shore life, and this general account of British mammals for the non-specialist and 

the amateur naturalist is equally readable. The different orders of mammals are treated 

separately and the particular points of biological interest exhibited by each are brought 
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out, with special attention to recent research. It is especially valuable to have the 
introduced mammals included (most books on the subject omit them) and the author 
has gone still further by giving the reader interesting chapters on Britain’s domesticated 
animals and their origins. (s99°0942) 


ELSA. Joy Adamson. Collins and Harvill Press, 12s.6d. 1961. 29 cm. 48 pages. 
Illustrations. 
Born Free by Joy Adamson made Elsa, the lioness raised, trained and eventually 
released by the Adamsons in Kenya, famous all over the world. In this new volume 
her story is told, in photographs accompanied by a very brief, simple text, from the 
day she was adopted as a cub to the day when she brought her own cubs to the 
Adamsons. The photographs are astounding, and readers will never tire of looking at 
them. They comprise a number never published before and a selection of the best from 
Born Free. (599°7442) 


APPLIED SCIENCE 


Medical Sciences Public Health 
THE HAZARDS TO MAN OF NUCLEAR AND ALLIED 
RADIATIONS. A Second Report to the Medical Research Council. H.M. 
Stationery Office, 7s. 1960. 245 cm. 162 pages. Illustrations. Paper covers. (Command 
Paper 1225) 
This report, by the Committee appointed by the Medical Research Council, follows 
the same pattern as that issued in 1956 but has made use of the great amount of 
information which now exists. The facilities available for measuring constituents of 
fallout in air, water, food and herbage have increased, and comprehensive monitoring 
programmes have traced the passage of materials from fallout into human beings and 
the amounts of strontium go in food and bone. The Adrian Committee reports have 
added considerably to the knowledge of radiation dosage from diagnostic procedures, 
whilst research on radiation measurement and permissible levels has made possible 
new assessments of somatic and genetic effects. Although such great advances have 
been made, the Committee reiterates its view of the need for increasing support for 
research which will assist the exploitation of the peaceful potentialities of this new 
power source. (612-01 448) 


RECENT ADVANCES IN HUMAN NUTRITION. With Special 
Reference to Clinical Medicine. J. F. Brock. With a number of invited contribu- 
tions on special subjects. Churchill, 50s. 1961. 21 cm. 468 pages. Illustrations. Index. 

The Professor of Medicine, University of Cape Town, intends this volume for medical 

practitioners who cannot keep abreast of the extensive literature on nutrition. Contri- 

butions are included from distinguished workers, all but two of whom are engaged in 
clinical practice. Professor Brock reviews current trends, and adds a section on the 

Fifth International Congress of Nutrition, held in Washington, D.C., in 1960. 

Research in Spanish-Portuguese countries, trends in French-speaking countries, 

nutrition in infancy and old age, dietary fats, abnormalities of fluid and electrolyte 

metabolism are among the subjects dealt with by authorities. The activities of United 

Nations agencies are described and extensive references for further reading given. This 

excellent book will be of interest to the dietician as well as to the medical practitioner. 


(612-3) 
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PROGRESS IN ENDOCRINOLOGY. Part IL. Biochemistry and 
Biological Actions of Steroids and Other Hormones. Proceedings of the Edinburgh 
Meeting on Endocrinology, 16-20 August 1959. Edited on behalf of the Society 
for Endocrinology by K. Fotherby, J. A. Loraine, J. Strong and P. Eckstein. 
Cambridge University Press, 45s. 1961. 25 cm. 180 pages. Illustrations. Index. 
(Memoirs of the Society for Endocrinology No. 10) 

This, the second of two memoirs recording the proceedings of a meeting held jointly 

by the Society for Endocrinology and Endocrine Societies representing Acta 

Endocrinologica Congresses, contains a review of advances in oestrogen biochemistry 

over the past decade. A number of papers on the biochemistry and effects of steroid 

and protein hormones is included, as also are discussions on the endocrine glands and 

their relation to tumour formation and growth. Members contribute the results of 

several years’ experience of various forms of endocrine therapy in breast cancer. 
(612-4) 


CIBA FOUNDATION SYMPOSIUM ON ADRENERGIC 
MECHANISMS. Jointly with Committee for Symposia on Drug Action. 
Editor for the British Pharmacological Society: J. R. Vane. Editors for the Ciba 
Foundation: G. E. W. Wolstenholme and Maeve O’Connor. Churchill, 70s. 1960. 
21 cm. 652 pages. Illustrations. Indexes. (Ciba Foundation Symposia) 

It is fitting that Sir Henry Dale, pioneer in adrenaline research and close associate of 

the late T. R. Elliott, the discoverer of the sympathomimetic action of adrenaline, 

should preside over the opening session of this symposium organised by the Ciba 

Foundation with the British Pharmacological, Physiological and Biochemical 

Societies and the Royal Society of Medicine. Although the selected field seems to be 

of very limited compass, the numerous research interests range from experimental 

work to clinical trials of synthetic drugs and endogenous substances. The main sy- 

posium, and the small informal meetings which followed it, are all comprehensively 

reported in this volume which will interest members of many scientific disciplines. 
(612-45) 


METABOLIC EFFECTS OF ADRENAL HORMONES. In honour 
of Professor G. W. Thorn. Editors for the Ciba Foundation: G. E. W. 
Wolstenholme, Maeve O’Connor. Churchill, 12s.6d. 1960. 19 cm. 118 pages. 
Illustrations. Index. (Ciba Foundation Study Group No. 6) 

The centenary of the death of Thomas Addison, discoverer of the adrenal glands, 

would have offered sufficient reason to hold this special study group whose members 

came from Germany, Switzerland, the United Kingdom and the United States of 

America but, in addition, the presence in Great Britain of Professor George Thorn of 

Boston provided an opportunity to honour this great investigator. The subjects 

treated include the action of adrenocortical hormones on carbohydrate and protein 

metabolism, on the transport of amino acids and adipose tissue. The discussions which 

followed each paper and references are included in this volume. (612-45) 


THE CONTROL OF DISEASE IN THE TROPICS. A Handbook 
for Medical Practitioners. T. H. Davey and W. P. H. Lightbody. 2nd edition. 
H. K. Lewis, 47s.6d. 1961. 25 cm. 434 pages. Illustrations. Index. 

Unlike most textbooks on tropical diseases, which deal primarily with clinical aspects, 

the authors intend this essentially practical work to assist the medical practitioner who 

has responsibility for public health in underdeveloped rural areas in the tropics. The 
text has been largely revised and two completely new chapters have been added: one 
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on poliomyelitis accepts the fact that this disease no longer occurs only sporadically 
in the tropics, and a short chapter on health education suggests simple methods of 
health propaganda. In order to include this new material without lengthening the 
work, the authors have excluded some of the less important matter from this edition. 
The arrangement remains the same despite the rewriting of many sections to bring 
them up to date. (614°4223) 


PHARMACOLOGY FOR NURSES. J. R. Trounce. 2nd edition. 
Churchill, 16s. 1961. 19 cm. 304 pages. Illustrations. Index. 
Only three years have passed since the appearance of the first edition, yet a number of 
important changes have been made, particularly in the sections on drugs for the treat- 
ment of hypertension and on electrolyte balance. Drugs used in mental disorders and 
insecticides are described and the new Schedule 4 regulations given. Dr. J. M. Hall 
again contributes the chapter on anaesthetic drugs. The introduction of many new 
preparations has necessitated alterations in most chapters, but the scope of the book, 
designed as a textbook for student nurses and as a reference work for qualified nurses, 
remains unchanged. (615-1) 


TOXICITY OF INDUSTRIAL METALS. Ethel Browning. Butterworth, 
$0S. 1961. 22-5 cm. 348 pages. Index. 
Dr. Browning’s Toxicity of Industrial Organic Solvents has for long been a standard book 
in this field, and her Toxicity of Industrial Metals is a natural shelf companion for those 
who occasionally meet cases of industrial poisoning as well as for those specialising in 
this field. In particular, it will be of great value to doctors, hygienists, and toxicologists 
who must give opinions prior to the introduction of new metals or alloys into factory 
processes. Each chapter is devoted to one metal, with subdivision into sections dis- 
cussing occurrence, production, uses, metabolism, toxicity, and treatment, so giving 
easily accessible information on any particular aspect of the metal. The bibliography is 
sufficiently complete to start the reader on a more detailed study than is possible in a 
book of this nature and, as is inevitable with a subject of this complexity, in some cases 
more recent information must be sought. (615-9024) 


INTRA-ABDOMINAL CRISES. Kenneth D. Keele and Norman M. 
Matheson. Butterworth, 50s. 1961. 22-5 cm. 412 pages. Illustrations. Index. 

The authors, respectively Consultant Physician and Consultant Surgeon at Ashford 
Hospital, deal first with presenting symptoms and with the whole problem of 
diagnostic exclusion, a subject to which, hitherto, little attention has been given. The 
main part of the work covers local abdominal diseases from a medico-surgical view- 
point rather than from the more usual surgical angle. In the final section, the authors 
consider intra-abdominal crises as part of general disease and include a chapter on 
abdominal crises in the tropics. Antibiotic procedures recommended are those with 
which Dr. Keele and Mr. Matheson have considerable experience and which, at the 
present time, are still effective. An appendix gives notes on biochemical investigations. 
The book will be of practical use to general practitioners and to doctors in general 
hospitals who together bear the greatest responsibility for the problem in this country. 

(616-33) 


THE DISABILITIES AND INJURIES OF SPORT. Sir Adolphe 
Abrahams. Elek Books, 12s.6d. 1961. 20 cm. 104 pages. Illustrations. Index. 


The author, who is an authority on the medical aspects of athletics, and Honorary 
Medical Officer to the Amateur Athletic Association, discusses the causation, diagnosis 
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and treatment of injuries received in all kinds of competitive sports. He deals with 
disabilities resulting from exercise, and the effect of exercise on women, considers such 
subjects as stitch, cramp, stiffness and heatstroke, and discusses preventive measures 
and physiotherapy, writing in language intelligible not only to the medical man but 
also to coaches, physical training teachers and others connected with sport. (617-1) 


THE CLOSED TREATMENT OF COMMON FRACTURES. 
John Charnley. 3rd edition. Livingstone, sos. 1961. 25-5 cm. 284 pages. Illustrations. 
Index. 

Although he has written this work primarily for the young casualty surgeon, the 

author, who is Orthopaedic Surgeon to Manchester Royal Infirmary, stresses in this 

edition that he is attempting also to provide a useful treatise for the experienced 
surgeon. He pleads for conservative rather than operative treatment of fractures and 
includes his original observations on the cause and prevention of joint stiffness and his 
work on the design and uses of the walking caliper. There is a chapter on various kinds 
of modern plaster-of-Paris technique. The clear illustrations and detailed descriptions 
of treatment will help the young surgeon, who should be stimulated to serious 
research by the author's suggestions for developing a habit of clinical observation. 
(617-15) 


ORTHOPAEDICS. George Perkins. University of London: Athlone Press, £6 6s. 
1961. 24 cm. 990 pages. Illustrations. Index. 

This beautifully produced, profusely illustrated book, the culmination of a lifetime’s 
work as clinician and teacher at St. Thomas’s Hospital, London, is intended, with the 
author’s earlier volume on fractures and dislocations, to form a complete standard 
work on orthopaedics. Mr. Perkins deals with conditions of bones, joints, nerves, 
muscles, tendons and synovium and stresses that he describes only those treatments 
which his own experience has proved serviceable. Notable features are the sections on 
clinical examination which precede each chapter on a subject or region of the body, 
the discussions on amputations, neck and arm pain and manipulations. He deals only 
briefly with pathology, with detailed operative techriques and conventional ideas 
which, although normally included in textbooks, lack contemporary significance. The 
considerable number of illustrations is drawn from his own radiographic records. 


(617°3) 


CIRCULATORY ULCERS: A Physical Approach. Hilton G. Tranchell 
and Charles R. Bannister. Wright (Bristol), 12s.6d. 1960. 19 cm. 92 pages. 
Illustrations. Index. 

In their capacity of physiotherapists at Paddington General Hospital, London, the 

authors have considerable experience of physical methods of treatment of chronic le 

ulcers. Practical instruction is provided for student and trained physiotherapist in the 
skilful pre- and postoperative care of the patient which alone gives lasting good results; 
the authors show that surgical intervention in the treatment of varicose veins and 
ulcers is but part of the treatment, that the physiotherapist must gain the patient’s 
confidence and re-educate him in walking. They offer suggestions for the organisation 
of ulcer clinics and, in an appendix, give notes on some of their cases treated in the past 
five years. (617-58) 


A SYNOPSIS OF OPHTHALMOLOGY. J. L. C. Martin-Doyle. 2nd 
edition. Wright (Bristol), 27s.6d. 1961. 19 cm. 262 pages. Illustrations. Index. 
During the ten years which have elapsed since the publication of the first edition of 
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this work, considerable advances have been made in the subject, especially in ocular 
therapeutics. New chapters on chemotherapy, antibiotics and corticosteroids have been 
added and the chapter on anomalies of ocular movements brought up to date. There 
are new sections on toxoplasmosis, cytomegalic inclusion disease, anterior chamber 
implants, micro-corneal lenses, gonioscopy and light coagulation treatment. Within 
its small compass the book includes much useful information for senior medical 
students, for the postgraduate working for a higher diploma in ophthalmology as well 
as for the busy practitioner. (617-7) 


MIDWIFERY. By Ten Teachers. Under the direction of Frederick W. Roques. 
Edited by Frederick W. Roques, John Beattie and Joseph Wrigley. roth edition. 
Edward Arnold, 45s. 1961. 22 cm. 748 pages. Illustrations. Index. 

Mr. Roques again heads the ten obstetric teachers from London medical schools who 

have produced the tenth edition of this standard work. Current practice and recent 

advances have necessitated considerable revision and the complete rewriting of some 
chapters. Among new work added is an introductory section giving a brief history of 
midwifery, and chapters on blood transfusion and vital statistics. E. W. Hart, the 
paediatrician, again contributes the section on the newborn infant to this much en- 
larged edition of a practical work which will continue to be of service to the 
obstetrician. (618-2) 


THE NURSING OF THE ELDERLY SICK. A Practical Handbook of 
Geriatric Nursing. T. N. Rudd. 3rd edition. Faber, 12s.6d. 1960. 19 cm. 114 pages. 
Index. 

For this edition of a work based originally on a course of lectures given to nurses, the 

Consultant Physician to the Geriatric Unit, Southampton General Hospital, has com- 

pletely revised the text. The sections on home care and sedation have been rewritten, 

and information on accommodation for psychiatric patients has been included in the 
chapter on types of residential accommodation for the aged. This inexpensive book 
will be a useful, practical guide for nurses, welfare workers and for doctors dealing 

with elderly people. (618-97) 


Engineering: General 

KEMPE’S ENGINEERS YEAR-BOOK FOR 1961. 2 vols. Edited 
by C. E. Prockter under the direction of B. W. Pendred. 66th edition. Morgan 
Brothers, 87s.6d. 1961. 18 cm. 1,340; 1,420 pages. Illustrations. Index. 

Kempe’s certainly seems tosustainthe passage of years better than do most year books 

of a similar nature, and one can hardly imagine an engineering world without this 

particular refuge, covering modern theory and practice. The new edition incorporates 

a good deal of new matter and almost every one of its eighty-four sections has been 

revised. Revisions have entailed rewritings, new illustrations, enlargements, and new 

tables. Emphasis is largely on mechanical engineering but other major branches are 

catered for to a smaller extent. There are more than 16,000 entries in the index, and 

most chapters include a bibliography. An up-to-date version of an established work. 

(620-58) 

— Electrical 

NEWNES ELECTRICAL POCKET BOOK. Edited by E. A. Reeves. 
15th edition. Newnes, 10s.6d. 1961. 16-5 cm. 400 pages. Illustrations. Index. 

All sections of the book have been thoroughly revised for this edition and new matter 

has been added including the Bacon fuel cell, infra-red 3-micron heaters, solar 
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batteries, computers, superconductivity, and pumped storage schemes in relation to 
nuclear power stations. Overall, the sections cover materials, theory, generation, 
ransmission and distribution, transformation, voltage regulation, p.f. improvement, 
rectifiers, lighting, meters, control gear, switchgear, heating, measurements, batteries, 
and sundry associated items. The book is a compact condensation of practical essentials 
designed for those who wish to make quick reference to basic facts and practice. 

(621-302) 


MAGNETIC MATERIALS IN THE ELECTRICAL INDUSTRY. 
P. R. Bardell. 2nd edition. Macdonald, 32s.6d. 1961. 22-5 cm. 320 pages. 
Illustrations. Indexes. 

This book has now been revised to take account of the advances made since 1955 in 

the theory and practice of magnetism and magnetic materials, and from it the reader 

will be able to follow the present trend of developments. The core of the work em- 
braces permanent magnet materials, soft magnetic materials, magnetic recording, and 
magnetic amplifiers. The book is a very acceptable combination of ferromagnetic 
theory and electrical engineering practice and it is intended for senior students in 
physics and electrical engineering, and for physicists and engineers in industry. The 
author is attached to the Research Laboratories of the General Electric Co. (621-316) 


WIRES AND R.F. CABLES. G. W. A. Dummer and W. T. Blackband. 
Pitman, 47s.6d. 1961. 22-5 cm. 254 pages. Illustrations. Index. (Radio and Electronic 
Components, Vol. 5) 

This is primarily a book for users, although also of value to designers of electronic 

equipment. Service-type components have been chosen here as representative of high- 

standard requirements. The text covers choice, standardisation, manufacture, design, 
measurements and testing, faults, and future developments of the components dis- 
cussed, and there are valuable tabular data on British Standards, Defence, and Radio 

Components Standardization Committee specifications, wire and sleeving charac- 

teristics, world lists of military and commercial radio-frequency cables, and 

characteristics of British Services types of radio-frequency cables. Extensive biblio- 
graphies are provided. The authors are attached to the Royal Radar Establishment, 
and the Royal Aircraft Establishment, respectively, of the Ministry of Aviation. 

A unique series of books of importance to all electronic engineers. (621-3193) 


MODERN DIELECTRIC MATERIALS. Edited by J. B. Birks. Heywood, 
428. 1961. 21°5 cm. 248 pages. Illustrations. Index. 
This book provides an introductory account of the chief dielectrics which are 
important to the electrical engineering industry. Its eleven chapters have been written 
by a team of specialists and the materials covered are paper, hydrocarbon insulating 
oils, chlorinated hydrocarbons, natural and synthetic rubbers, synthetic high polymers, 
silicones, ceramics, glass, mica and micanite, and fibres and textiles. Information is 
given on their manufacture, their general characteristics and, where appropriate, their 
physical, electrical, chemical, thermal, and mechanical properties. The book should 
prove very useful indeed to electrical engineers, physicists, and chemists closely con- 
cerned with commercial dielectrics. The editor is attached to the Physical Laboratories 
of the University of Manchester. (621-31937) 


PROBLEMS IN ELECTRONICS WITH SOLUTIONS. F. A. Benson. 
2nd edition. Spon, 42s. 1961. 22-5 cm. 266 pages. Illustrations. Index. 
A better title for this book by the Senior Lecturer in Electrical Engineering, University 
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of Sheffield, would be ‘Problems in electronics with some solutions’, as the solutions 
of about 12 per cent of the problems are to be found elsewhere. This fact is stated in 
the introduction but some of the problems without solutions could be a source of 
exasperation to the student and might well have been omitted. The book is, however, 
a valuable addition to the all too meagre practical learning-and-teaching aids on this 
specialised subject. Although the diagrams are not up to the standard which could 
reasonably be expected, the problems, covering a very wide range, are conveniently 
arranged by subject rather than by degree of difficulty, and the solutions are methodical 
and explicit. The work will be useful as a reference source, as a refresher course, and 
as a student’s textbook. (621-381) 


HIGH FIDELITY SOUND ENGINEERING. Norman H. Crowhurst. 
Newnes, 50s. 1961. 22 cm. 336 pages. Illustrations. Index. 
This work provides a textbook approach to the basic concepts and design procedures 
of audio-frequency engineering. Its understanding requires a much greater knowledge 
than its author claims to be necessary, and far more than electrical fundamentals must 
be mastered before this book can be really useful. It will appeal to those who, having 
studied the basic principles of electronics or radio, decide to specialise in audio 
engineering. The book describes basic principles, active and passive circuits, filters, 
amplification and matching, oscillators, test equipment, and system design as a whole. 
Transistor circuits are included. Much of the material is original, and the author, who 
is a well known authority on high fidelity, has gone to great trouble to present design 
data in a clear form. (621-3818) 


—— Nuclear 
NUCLEAR REACTOR CONTAINMENT BUILDINGS AND 
PRESSURE VESSELS. Proceedings of a Symposium organized by the 
Department of Mechanical, Civil and Chemical Engineering of the Royal College 
of Science and Technology, Glasgow, 17th to 20th May, 1960. Butterwerth, {'5. 
1960. 25-5 cm. $80 pages. Illustrations. Index. 
These twenty-two papers by British and American authorities provide a compre- 
hensive review of the unconventional and relatively complex problems associated 
with the analysis, design, and construction of pressure vessels and containment 
buildings for nuclear reactors. All aspects of the problem are covered, from stress 
analysis and theoretical studies of shell structures to the design, fabrication, erection, 
and testing of specific structures. The discussions which followed each group of papers 
are reported in full and the proceedings are summarised in four useful papers at the 
end of the volume. The book will be of considerable value to engineers and designers 
of containment structures both within and outside the nuclear power field. (621-483) 


—— Fans 
AXIAL FLOW FANS: Design and Practice. R. A. Wallis. Newnes, 50s. 
1961. 22 cm. 376 pages. Illustrations. Index. 

A first-class and comprehensive book by an Australian aerodynamicist with a rapidly 
rising reputation. It deals with the design and testing of axial flow fans, and the ducts 
and guide vanes associated with their installation. The coverage is very thorough, 
giving a good blend of theory and practice, with the underlying aerodynamic 
principles emphasised throughout. The layout is most attractive. This book should 
have a wide appeal, to engineering students and ventilation engineers in particular, 
and to all who require a complete understanding of axial flow fans. (621-63) 
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—— Military and Naval Firearms 
ARMADA GUNS. A Comparative Study of English and Spanish 
Armaments. Michael Lewis. Allen & Unwin, 42s. 1961. 24:5 cm. 244 pages. 
Illustrations. Index. 
In 1588 the armed sailing ship ceased to be regarded as a mere transport for troops 
intended, in the event of battle, for boarding operations. The defeat of the Spanish 
Armada demonstrated for the first time in history the value of the ship as a fighting 
instrument of seamanship and gunnery. In this careful and fascinating study of the 
first major artillery duel at sea, the former Professor of History at the Royal Naval 
College, Greenwich, comes to the conclusion that the Spanish ships carried a pre- 
ponderance of heavy pieces sufficient to smash the English fleet, but could not get 
close enough to be damaging. The English failed similarly as artillerists because their 
light-shotted, longer-ranged guns were not powerful enough to do serious execution 
at the distance which they wisely kept between themselves and the Spaniard. After 
four days of sporadic fighting, the advantages of possessing superior fire-power were 
obvious, although in this instance the decisive factor was the superior sailing quality 
of English ships and the superior skill of English seamen. (623-409) 





Structural 
OSCAR FABER’S REINFORCED CONCRETE. 2nd edition rewritten 
and extended by John Faber and Frank Mead. Spon, 75s. 1961. 23 cm. $48 pages. 
Illustrations. Index. 
This new edition of Oscar Faber’s original work has been so extensively revised that 
it is virtually a new book. It is excellently written and produced and should provide 
sufficient information, both general and detailed, to enable most structures in rein- 
forced concrete to be designed. It deals exclusively with framed structures, together 
with their foundations, and gives a background in soil mechanics so that foundation 
problems may be handled intelligently. It also treats the subjects of piling, bunkers, 
roofs, tanks, and chimneys. The chapter on pre-stressed concrete which has been 
included is an excellent introduction to the subject. This book may be recommended 
with confidence to students and designers. (624-183) 


THE DESIGN OF CYLINDRICAL SHELL ROOFS. J. E. Gibson. 
2nd edition. Spon, 52s.6d. 1961. 23 cm. 288 pages. Illustrations. Index. (Spon’s Civil 
Engineering Series) 

This book deals with a difficult subject in a presentable manner and should prove very 

useful to both the student and the engineer interested in this form of construction. 

The solution of the exact cylindrical equation is given and calculations for the trans- 

verse bending moment are worked out in detail. The theory is presented for reinforced 

concrete and prestressed edge beams. The general theory of shells and multi-shells is 
discussed and edge-beam rotation considered. The reinforcement design for shell and 
edge beam is covered in good detail. The Mercury Computer Programme is discussed 
and model tests are compared with the elastic theory. An analysis of single and multi- 
end frames is given and the last chapter deals with the construction of shell structures. 

(624°9) 

—— Sanitary 

SEWAGE TREATMENT: Basic Principles and Trends. Ronald Lomax 
Bolton and Louis Klein. Butterworth, 30s. 1961. 22-5 cm. 168 pages. Illustrations. 
Index. 

Written by the Chief Chemist and the District Pollution Inspector of the Mersey 
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River Board, this book has been compiled for managers, foremen, etc. at sewage 
works, public health inspectors and students, to provide a basic guide to sewage treat- 
ment with a general bias to chemical aspects. After a general introduction, the authors 
consider the nature of sewage and its chemical analysis. Subsequent sections deal with 
sewerage systems, the preliminary treatment of sewage, primary sedimentation, aerobic 
biological treatment, final effluent improvement, sludge disposal, trade waste prob- 
lems, and small sewage treatment plants. A final section deals with trends in the treat- 
ment of sewage. This excellent little book fulfils the authors’ intentions, and it is to be 
hoped that the useful bibliography will encourage the reader, and particularly the 
student, to extend his reading. (628-3) 


Aeronautics 


MY POLAR FLIGHTS. An Account of the Voyages of the Airships Italia 
and Norge. Umberto Nobile. Translated from the Italian by Frances Fleetwood. 
Muller, 25s. 1961. 22 cm. 288 pages. Illustrations. Index. 

At last General Umberto Nobile has written his own version of his first successful 

crossing of the Arctic Ocean in 1926 in the airship Norge with Amundsen and 

Ellsworth and of the voyage of the airship Italia which, after reaching the North Pole, 

crashed on the pack-ice. How, after days of frustration, the survivors, several of them, 

including Nobile, badly injured, made radio contact with the outside world and were 
eventually rescued after agonising delays, only to face the most ignominious treatment 
by the Italian government on their return makes tragic reading, but their place in the 
history of polar exploration is assured. (629°130918) 


THE MODERN AIRLINER: Its Origins and Development. Peter W. 
Brooks. Putnam, 30s. 1961. 22 cm. 176 pages. Illustrations. Index. 
This is an interesting book with a very misleading title. It comprehensively reviews 
the long history and development of civil aircraft and air transport, giving much 
useful information for the air historian and time-scales for the development of various 
types of civil aircraft. In addition, it has the great virtue of being the first book to give 
a true perspective of the complex problems of developing and operating a modern 
airliner: it emphasises how optimistic aircraft manufacturers have been in the past 
and why operators and manufacturers are now so dependent on government financial 
support. The chapter on vertical take-off and landing aircraft is useful. The collection 
of transport aircraft photographs at the end of the book is interesting but should 
obviously have been arranged in chronological order. The sketches and illustrations 
are as poor as the quality of the paper, the index and bibliography good. The author 
is Assistant to the Chairman of British European Airways. (629-13334) 


Motor Vehicles 


TRADER HANDBOOK 1961. A Legal, Technical and Buying Guide 
for the Motor, Motor Cycle and Cycle Trades. Compiled in collaboration with 
the Staffs of Motor Trader and Motor Cycle and Cycle Trader. 55th edition. Iliffe 
Books, 21s. 1961. 21-5 cm. 748 pages. 

This annual handbook provides essential information for manufacturers, trade 

suppliers and repairers of passenger and commercial motor vehicles, motor cycles, 

scooters, mopeds and cycles. Amongst its wealth of information will be found specifi- 
cations of all types, including road diesel engines, and servicing data for cars and 
commercial vehicles. There are lists of trade associations in Britain, wholesalers, firms 
specialising in garage and workshop equipment, proprietary names of products 
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together with names of makers or suppliers, and a buyers’ guide for major com- 
ponents and minor accessories. A directory of trade addresses completes an in- 
valuable reference book for world-wide use in these industries. (629-21) 


Livestock 


REACTIONS IN THE RUMEN. A. J. G. Barnett and R. L. Reid. 
Edward Arnold, 40s. 1961. 23-5 cm. 260 pages. Illustrations. Indexes. 
An excellent synthesis of recent work on the physiology, metabolism, and micro- 
biology of the rumen and their relation to the feeding and performance of cattle. 
The eight chapters deal with (1) structure, development, and microflora; (2) experi- 
mental methods; (3) fatty acids; (4) utilisation of carbohydrates by micro-organisms; 
(s) utilisation of nitrogenous substances; (6) utilisation of forage by micro-organisms; 
(7) minerals and (8) vitamins and antibiotics. Each chapter has its own list of references 
and there are adequate subject and author indexes. Although the work is primarily 
concerned with the processes which occur in the normal rumen, the diseases and 
metabolic disorders are not neglected and the veterinarian will find information on 
such things as bloat, toxicity of urea, nitrate poisoning, bracken poisoning, etc. 
Originally drafted by the late Dr. J. Barnett of Aberdeen University, the manuscript 
has been revised and enlarged by Dr. R. L. Reid of West Virginia University and the 
result is a balanced appreciation of the subject. (636-20892) 


Business Management 
MANAGEMENT SURVEY. Sir Frederic Hooper. 2nd edition. Pitman, 25s. 
1961. 22-5 cm. 182 pages. Index. 
As Managing Director of Schweppes, Ltd., and former Joint Managing Director of 
Lewis's, Ltd., Sir Frederic Hooper writes with authority on the general principles of 
business management; at the same time his work is so readable as to appeal to the 
layman as well as to the management trainee. In this successful book, now slightly 
revised from the first edition, published in 1948, he combines a sound theoretical 
introduction to scientific management with wise counsel on problems of human 
relationships between management and staff; he discusses among other matters the use 
of incentives and the advantages arising from works conferences and joint consultation. 
(658) 
THE APPLICATION OF STATISTICAL METHODS TO 
INDUSTRIAL STANDARDIZATION AND QUALITY CON- 
TROL. E. S. Pearson. British Standards Institution, 25s. limp covers. 1961. 21 cm. 
154 pages. Illustrations. Index. (British Standard 600: 1935) 
Dr. Pearson compiled this work on behalf of a committee appointed in 1932 by a 
conference of the British Standards Institution; besides discussing statistical methods 
the book was planned to awaken interest in their application on the part of manu- 
facturers and others concerned with problems of standardisation and specification. 
The success of the publication has called for a reprint, and the present volume incor- 
porates amendments issued in 1957 and 1960. It sets out clearly the kind of help which 
statistical techniques can give, describing the sampling and other processes involved, 
with illustrative tables and discussing in appendices various matters relating to 
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normality. (658-562) 


ENGINEERING MANAGEMENT. Struan A. Robertson. 2nd edition. 
Blackie, 30s. 1960. 22-5 cm. 480 pages. Illustrations. Index. 
This text is based on lectures given to students preparing for the examination in 


350 








Industrial Administration for the Institution of Mechanical Engineers at the Battersea 
College of Technology where the author is Senior Lecturer in Mechanical Engineering. 
Its three parts are devoted to: the ‘art’ of management, to which the author rightly 
devotes little space; the science of management—including engineering science, 
economics, structure of industry, the law and its effects on industry, which are treated 
shortly, though adequately for the purpose of the book; the practice of management, 
which takes up about three-quarters of the book and includes such subjects as market 
research, product design, estimating, formulating policy, organising production 
control, engineering production and layout, and the like. Man-management gets 
scrappy treatment, but no more so than in many books making more pretentious 
claims. The book does its job for the level at which it is aimed, and in that respect is 
excellent. (658-92) 


PLANNING FOR PRODUCTIVITY IN THE OIL INDUSTRY. 
Report of the Summer Meeting of The Institute of Petroleum held at Bournemouth 
25-28 May 1960. Edited by George Sell. Institute of Petroleum, 35s. (30s. to members). 
1960. 225 cm. 168 pages. Illustrations. 

This report consists of six papers presented by experts in their various fields and 

followed by critical discussions reflecting the oil industry’s current interests. They 

cover the application of automation, electronic computers, and operational research 
to reservoir assessment and control, refinery programming, laboratory control of pro- 
duct quality, and distribution of products. The information is authoritative and up to 
date, and should be of interest to all technologists and managements in the petroleum 
industry. (658-9655) 


Dyeing 
DYEING OF CELLULOSIC FIBRES AND RELATED PROCESSES. 
S. R. Cockett and K. A. Hilton. Leonard Hill, sos. 1961. 22-5 cm. 430 pages. 
Illustrations. Index. 
Compiled by two chemists closely connected with the textile dyeing and finishing 
industries, this work provides a useful and concise description of the chemistry and 
technology of the dyeing of cellulosic fibres. After a short introduction the authors 
discuss in greater detail the chemistry and origins of cellulose and cellulosic fibres, and 
then consider the preparation of the fibre for dyeing, before dealing with the chemistry 
and physics of light and colour. Other sections of the book deal with some theoretical 
aspects of dyeing, the application of colorants by various methods and, finally, dyeing 
machines and finishings. Although no references are given to the original literature, 
there is a useful bibliography. The book is profusely illustrated and will provide a 
useful text for the student of textile chemistry and a suitable work of reference for 
those who require a concise general treatise. (667-346) 


Metallurgy 


PRACTICAL PHYSICAL METALLURGY. R. Rawlings. Butterworth, 
30s. 1961. 22-5 cm. 170 pages. Illustrations. Index. 
This book is intended as an introduction to practical physical metallurgy for first and 
second year students of metallurgy, and succeeds admirably in presenting the essential 
techniques of mechanical testing, pyrometry and dilatometry, phase diagrams, heat 
treatment of steels, diffusion, age hardening, work hardening, and recrystallisation, 
with sufficient elementary theory to give a sound basis for their interpretation. The 
concluding chapter deals with the construction of laboratory furnaces, and useful 
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tables of data are set out as an appendix. The author, who is experienced in teaching 
the subject, and the publishers have succeeded in producing a clear, well-presented 
text which will be welcome to students. (669-94) 


Rubber Manufacture 


INTRODUCTION TO NATURAL AND SYNTHETIC RUBBERS. 
D. W. Huke. Hutchinson, 25s. 1961. 22 cm. 164 pages. Illustrations. Indexes. 
This is an admirable essay in popularisation, and provides a very useful introduction 
to the study of the nature and processing of rubber. By ‘rubber’ the author means both 
the natural and the synthetic varieties, and he devotes at least as much space to the 
latter as to the former. He describes their compounding and the way in which the 
major products are made, and a section of the book is devoted to chemical processes 
underlying the manufacture of synthetic rubber. The volume includes a useful biblio- 
graphy and glossary of technical terms. A well-written book for the layman. (678) 


THE APPLIED SCIENCE OF RUBBER. Prepared with the approval 
of the Institution of the Rubber Industry. Edited by W. J. S. Naunton. Edward 
Amold, £8 8s. 1961. 23-5 cm. 1,202 pages. Illustrations. Indexes. 

An authoritative compilation on the current state of the science and technology of 

rubber. The nature, properties, processing, and testing of all forms of rubber are dis- 

cussed by a number of well-known experts who have written sections on their own 
specialities. The book is arranged in thirteen chapters, and each one is in two parts: 

the first deals with theory while the second discusses practice. Although there is a 

certain amount of unnecessary overlap between chapters and the subject index is some- 

what sparse, the book should prove most useful. It is, however, rather expensive. 
(678) 


ARTS AND RECREATION 


THE CONNOISSEUR YEAR BOOK, 1961. Edited and compiled by 
L. G. G. Ramsey. The Connoisseur, 30s. 1961. 31 cm. 126 pages, plus 54 pages of 
advertisements. Illustrations. 

The 1961 Yearbook of the long established periodical The Connoisseur consists of 

twenty-four finely illustrated articles by a team of specialists on architectural, artistic 

and antiquarian subjects. The subjects range from Georgian house-fronts to Persian 
decorative fabrics, from brass chandeliers to topographical views of Amsterdam. There 
are articles on furniture, glass, tiles, drawings and Japanese art, and, to finish with, 
there is an annotated list of notable art books and publications issued in 1959-60. Lay- 
out and production are excellent. (705-8) 


PAINTING AND SCULPTURE IN EUROPE, 1780 TO 188o. 
Fritz Novotny. Translated from the German by R. H. Boothroyd. Penguin Books, 
63s. 1961. 26-5 cm. 310 pages plus 192 pages of illustrations. Index. (Pelican History 
of Art) 

The period covered by this volume is characterised by a bewildering complexity of 

styles, a many-sidedness of artistic expression which presents a formidable challenge to 

any historian attempting to construct a continuous narrative of events and move- 
ments. Dr. Novotny’s book deals with painting and sculpture in two separate parts; 

the chapters on sculpture follow a chronological arrangement, those on painting a 

more analytical scheme. After an introduction summarising the most important trends 
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of 19th century art—intense study of landscape, interest in naturalism and realism, cult 
of individualism in the artist, love of exotic subjects, influence of opposing philo- 
sophies of historicism and idealism, etc.—there follow really brilliant chapters on the 
development of painting in different countries. The plates cover a wide variety of 
subjects. In carrying out a most difficult assignment Dr. Novotny, who is Director of 
the Osterreichische Galerie, Vienna, guides the reader with knowledge, wide sym- 
pathics and clarity. (709-4) 


Architecture 


THE MEDIEVAL LEGACY. E. F. Lincoln. MacGibbon & Kee, 25s. 1961. 
22 cm. 224 pages. Illustrations. Index. 
The architectural achievements of medieval Britain are described and discussed as 
providing some of the important evidence of the life, activities and preoccupations of 
this long historical period. Illustrative reference is made to particular places as exempli- 
fying, among many other points, the features of fortresses, architectural styles in 
churches, priories, inns, manor houses, guildhalls and market crosses, etc. resulting 
from changing events, policies or tastes of the time. The happy choice and excellent 
reproduction of the author’s own photographs with his clear text are outstanding 
features of a book that will give the reader both knowledge and aesthetic appreciation. 


(720°942) 


ARCHITECTURE OF THE TWENTIETH CENTURY. H. A. 
Morgan and A. T. Price. Angus & Robertson (Sydney), 21s. 1960. 24 cm. 172 pages. 
Illustrations. 

This is a textbook for students of architectural style, but it will appeal to many 

interested amateurs, particularly those thinking of building a home. The chapters deal 

with every stage from the selection of a site to floral arrangements in the completed 
living room. Each room in the house receives attention, and furniture, colour schemes 
and general layout are discussed. There are sections devoted to industrial architecture 
and to the work and ideas of some outstanding contemporary architects. Stressing 
that the aim of modern architecture is to achieve the harmony of beauty and utility, 
the authors present a very practical book, which is also well produced. (724°9) 


Sculpture 


JACQUES LIPCHITZ: His Sculpture. A. M. Hammacher. Translated 
from the Dutch. Thames & Hudson, 84s. 1961. 30 cm. 176 pages including 96 pages 
of plates. Index. 

Jacques Lipchitz (born in 1891 in Lithuania) has made a significant contribution to 

modern art in applying cubist principles to sculptural form. This fully documented 

study of his life and work is prefaced with a personal statement by the artist. Four 
chapters follow, mainly biographical, and the book concludes with elaborate docu- 
mentation of exhibitions, press and other notices dating from 1917, Lipchitz’s reflec- 
tions on art, a facsimile of his handwriting and other material. Dr. Hammacher, 

Director of the Kréller-Miiller Museum, Holland, obviously approaches his subject 

with enthusiasm, illustrating all phases of Lipchitz’s work and bringing together a 

great deal of information about him. (730°944) 


APPROACH TO CHRISTIAN SCULPTURE. Dom Hubert van 
Zeller. Sheed & Ward, 16s. 1960. 20-5 cm. 192 pages. Illustrations. Index. 
The problem of religious art in the 20th century is beset with difficulties. The gulf 
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between the Church and the artist has never been deeper; there is no longer a living 
tradition nor a consistent policy in the Church itself to guide the artist. This little 
book, dealing with a single branch of religious art, has the advantage of being written 
by a monk of the Order of St. Benedict in England who is also a practising sculptor; 
it is illustrated with examples of the author’s work. Dom Hubert van Zeller makes a 
brave attempt to suggest means by which a reassessment of Christian sculpture may 
be reached. His diagnosis of the contemporary distressing situation is judicious; among 
the remedies he suggests are closer collaboration between clerics and artists, greater 
thought about commissions for works destined for churches, fidelity to his material 
on the part of the sculptor, and above all a sense of direction in which all, patron, 
worshipper and artist, should participate. (735°29) 


Ceramics 
ENGLISH AND SCOTTISH EARTHENWARE, 1660-1860. 
G. Bernard Hughes. Lutterworth Press, 42s. 1961. 23 cm. 238 pages. Illustrations. 
Index. 
This is a collector’s guide to the many different types of English earthenware. It is 
written in the author's customary fluent manner providing copious information on all 
aspects of the subject. Although full attention is given to Staffordshire salt-glazed 
stoneware and the various products of the Wedgwood factories, the more adven- 
turous collector may turn instead to the sections on 19th century types of earthenware 
and perhaps be encouraged to seck out the imitation maiolica introduced by Herbert 
Mintonat the Great Exhibition of 1851, or the animal figures modelled at the Portobello 
factory near Edinburgh. Technical information on glazes and methods of applied 
decoration is conveyed in simple terms: whatever his speciality the collector will here 
find much to interest and instruct him. (738-3) 


Decorative Art and Design Handicrafts 


DUTCH TEXTILES. In collaboration with ‘International Textiles’ of 
Amsterdam. F. Lewis (Leigh-on-Sea), {£5 10s. 1960. 29 cm. 22 pages of text. 
$4 pages of plates. (Survey of World Textiles) 

The eighteenth volume in a series designed to present a survey of contemporary textile 

design throughout the world, each volume dealing with a separate country. The 

Dutch contribution is taken mainly from the products of the commercial textile 

trades, though a few examples of the ‘artisan industries’ and free-lance designers are 

included. Textual matter is confined to a 2-page introduction and short descriptive 

notes on the textiles illustrated. (746-09492) 


Furniture 


CONTEMPORARY DESIGN IN WOODWORK. Volume Two. 
S. H. Glenister. Murray, 21s. 1961. 25°5 cm. 128 pages. Illustrations. 
Compiled as a directory to contemporary furniture design, this book consists of 
numerous illustrations (two or three to a page) of carefully selected examples. The 
specimens are chosen from the products of the furniture industry, individual crafts- 
men, training colleges and art schools. Details of designer, maker, size and material 
are given in each case; woodworkers, both professional and amateur, will find Mr. 
Glenister’s anthology a useful source for ideas. (749°204) 
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EIGHTEENTH CENTURY FURNITURE IN SOUTH AFRICA. 
G. E. Pearse. J. L. Van Schaik (Pretoria), £6 15s. 1960. 34 cm. 204 pages. 
Illustrations. 

This companion volume to the author’s earlier work Eighteenth Century Architecture in 

South Africa gives a full account of the sources and development of furniture in South 

Africa between 1652 and 1830. From this period date the historic buildings of Cape 

Town and district, and both architecture and furniture derive from the styles and taste 

that came from Europe with the early Dutch settlers. The numerous pieces here 

illustrated, which are accompanied by measured drawings and descriptive text, are of 
very high quality; the book is excellently produced and will appeal to lovers of fine 
furniture everywhere. (749°2968) 


Painting 
GIOTTO. Text by Cesare Gnudi. Translated from the Italian by R. H. Boothroyd. 
Heinemann, £10 10s. 1960. 32 cm. 280 pages. 250 plates (70 in colour). (Great 
Masters of Italian Art) 
This major study of Giotto (c. 1266-1337) takes the form of a continuous narrative 
which discusses in detail the works generally accepted as being by the artist and places 
him, at the same time, in his historical context alongside such contemporary figures 
as Dante. The author offers a lucid reconstruction of Giotto’s stylistic development, 
reserving for the Notes some of the more detailed arguments about the dating of 
controversial works. Despite the very thorough treatment afforded to all aspects of 
Giotto’s work, this book is less a specialist study of certain aspects of the “Giottoesque’ 
style than a synthesis of past and present studies in a large and expanding field. A further 
volume is planned which will consist of a collection of essays in which the still out- 
standing and fundamental problems of Giotto’s artistic development will be studied in 
greater detail and with full documentation. Meanwhile, in this substantial book experts 
and advanced students of the origins of Italian painting will find much to absorb and 
ponder on. (759°5) 


Music 
HOW TO BECOME A MUSICAL CRITIC. George Bernard Shaw. 
Edited with an introduction by Dan H. Laurence. Hart-Davis, 25s. 1961. 21 cm. 
384 pages. Indexes. 
This fascinating volume should appeal not only to a musical public, but also to 
connoisseurs of criticism and to the legion of Shaw’s admirers. It continues the four 
volumes of musical criticism published before the war, and follows faithfully Shaw’s 
idiosyncratic theories of spelling and punctuation. For wit, liveliness and erudition in 
his chosen field of music Shaw is still unrivalled. This selection from his enormous 
output of reviews and articles ranges from 1876 to 1950, and covers all kinds of artists 
and occasions. It will add much to our understanding of concert life, mainly in London 
and especially up to 1913, and make us realise the remarkable variety of music offered 
to the Victorian and Edwardian public. Shaw’s great loves were the Italian opera and 
Wagner, but he writes with sympathy and penetration of many other topics from 
Bach to Brahms. Mr. Laurence is to be congratulated on his editorial skill and on the 
identification of many unsigned pieces. (780-072) 


TUDOR CHURCH MUSIC. Denis Stevens. Faber, 35s. with E.P. disc. 
1961. 25-5 cm. 94 pages. Illustrations. Index. 


The period covered by this lucid and scholarly book is 1485 to 1603. It assumes that 
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the reader has studied music up to, roughly, first-year university standard. Mr. Stevens 
adds to his specialised knowledge the experience of a conductor who has overcome 
many of the problems of making known in performance the neglected masterpieces 
by such great composers as Byrd and Tallis. His explanation of the various liturgical 
uses for which they were intended is very well done, and he shows the historical 
background against which the style of this music developed. The disc (on which the 
author conducts the Ambrosian singers) gives performances of four representative 


works. (783-0942) 


MUSIC AND POETRY IN THE EARLY TUDOR COURT. John 
Stevens. Methuen, 63s. 1961. 24-5 cm. 496 pages. Illustrations. Indexes. 
As University Lecturer in English at Cambridge, and as a specialist in early music, 
Dr. Stevens is exceptionally well qualified to write this authoritative book which is a 
piece of consummate scholarship essential for advanced students. Never before has the 
interrelation of the two subjects (including its linguistic aspects) been treated in such 
detail. The occasions of musical performance (amateur and professional, domestic and 
courtly, popular and sacred, ceremonial and diplomatic) are seen to be as richly varied 
as the rank and personalities of the performers, and the whole background and social 
structure are brilliantly brought to life. Dr. Stevens gives a lucid explanation of the 
elaborate conventions that governed the writing of love poetry and of the way in 
which both music and poetry were affected by the Reformation. The beautiful pro- 
duction of the volume is marred only by the maddening affectation of segregating 
footnotes at the end of each chapter. (784:30942) 


THE SINGING ISLAND. A Collection of English and Scots Folksongs. 
Compiled by Peggy Seeger and Ewan McColl. Mills Music, 27s.6d. cloth bound; 
20s. paper. 1960. 25*5 cm. 124 pages. Index. 

This collection of 96 English and Scottish folksongs is specially designed for the new 

generation of young singers who have taken to folksong in increasing numbers since 

the war. Only the melody is provided, for most singers now prefer to work out their 
own accompaniment. The compilers, both distinguished performers, provide valuable 
suggestions on how they should do this. The songs are divided into ten categories 
according to subject—work songs, sailor songs, songs of love, barrack-room ballads, 
drinking songs, and so on. There are notes on each song, a bibliography and a glossary 
of unfamiliar words. A highly practical and, at the same time, scholarly production. 

(784-406) 


CANADA’S STORY IN SONG. Edith Fowke and Alan Mills. Piano 
accompaniment by Helmut Blume. W. T. Gage (Toronto), $5.00. 1960. 26 cm. 
230 pages. Index. 

Indian; French-Canadian; Métis and English-, Scotch-, Irish-Canadian folksongs are 

represented in this collection, which is a useful addition to the work which Miss 

Fowke has done in the past in this field. Mr. Mills has collaborated with her in collect- 

ing the songs and Mr. Blume has made the piano arrangements. Miss Fowke’s text 

‘ relates the songs to the historical backgrounds from which they arose. The songs 

themselves echo a colourful history ranging from the discovery of Canada, through 

the struggles of Empire, the movements toward colonial independence, the clashes with 

America, to the triumph and tragedy of industrialisation. While this work is not a 

monument of scholarship, it will fill a necessary place in the libraries of folksong lovers. 

A bibliography and a list of records are included. (784:406971) 
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MILES DAVIS. Michael James. JOHNNY DODDS. G. E. Lambert. 
Cassell, 5s. each. 1961. 18-5 cm. 96 pages each. Illustrations. (Kings of Jazz, Nos. 9 
and 10) 

The two new volumes in this excellent and reasonably-priced series deal with a pair 

of starkly contrasted American musicians—Miles Davis, a very subtle trumpet-player 

and a leader of the jazz avant-garde, and Johnny Dodds, a veteran New Orleans 
clarinettist, who died in 1940. Both authors provide biographical details, analyse their 
subjects’ most important recordings, and discuss each musician’s style and his status in 
jazz history. Mr. James’s book is probably the more penetrating study, but the volume 
on Johnny Dodds appears at just the right moment, for this remarkable clarinettist has 
been rather undervalued in recent years. (785-42) 


CLEMENT BROWN’S INTRODUCTION TO HI-FI. Newnes, 215. 
1960. 22 cm. 208 pages. Illustrations. Index. 
An excellent, clearly written and profusely illustrated book which should have wide 
appeal for all interested in high fidelity recording and reproduction, and be as popular 
with the professional as with the home constructor. The principles of mono and stereo- 
phonic recording are explained in simple terms and each part of the system is described, 
commencing with pick-ups and disc recordings. Amplifiers and radio tuner units are 
then discussed, starting with the most elementary types and working on to more 
complex and sophisticated varieties. Tape recording is carefully described and a whole 
chapter is devoted to choosing equipment, and how to avoid needless expense. 
Essentially non-mathematical in his approach, the author tells the story of high fidelity 
sound as seen by a music lover and his recommendations are soundly based on results. 
(789-91) 
Recreation 


THE SPARE-TIME BOOK. Tony Gibson and Jack Singleton. Revised 
edition. Penguin Books, 3s.6d. 1961. 18 cm. 224 pages. Paper covers. 

A revised edition of a stimulating little book (first published 1955) that offers “a prac- 

tical guide to adventure’ by outlining a multitude of ways of employing one’s leisure 

time to the best advantage, from field study to social work, parachuting to starting a 

magazine, underwater exploration to music making. (790) 


The Theatre 


THE ACTOR IN TRAINING. Morris Fishman. Herbert Jenkins, 16s. 1961. 
225 cm. 174 pages. Illustrations. Index. 
No textbook on acting can ever do more than indicate what the student might 
profitably read, practise, and observe, and there are very many books on speech, 
movement and exercises ready to be absorbed by amateurs and young professionals. 
It is, however, always useful to study a work that is the result of much practical 
experience in the field, and this is what Morris Fishman provides. In the main, his book 
comprises a series of experiments devised to supply exercises in all aspects of acting 
technique. The appendices give an outline of a suggested three-year course together 
with lists of extracts from modern plays and a short bibliography. (792-028) 


Sports and Games 


A MANUAL OF FALCONRY. M. H. Woodford. Black, 30s. 1961. 
22 cm. 208 pages. Illustrations. Index. 


Mr. Woodford is the Hon. Secretary of the British Falconry Club and his book is 
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designed to help the veriest beginner as well as the expert. He deals with all aspects of 
the care, training and flying of hawks and he has included chapters on rock hawking 
by J. G. Mavrogordato and on game hawking by Major S. E. Allen. Most of this 
general information will be applicable to any part of the world, but the book also 
deals specifically with conditions in the British Isles, the kinds of terrain that are 
available and the position of the falconer in relation to recent legislation. (799-252) 


LITERATURE 


METAPHOR AND SYMBOL. Proceedings of the Twelfth Symposium 
of the Colston Research Society held in the University of Bristol, March 28- 
March 31st, 1960. Edited by L. C. Knights and Basil Cottle. Butterworth, 30s. 1961. 
25°5 cm. 162 pages. Illustrations. 

An annual Symposium has been arranged since 1948 to discuss a topic interesting to 

university departments of science or the humanities. The present volume contains 

papers delivered at the Symposium organised by members of the Department of 

English in the University of Bristol, whose principal object was to investigate the 

creative imagination by focussing attention upon the nature of metaphor and symbol. 

For this reason, specialists whose experience lay in other relevant fields, in religion 

philosophy, psychology, and art, were invited to contribute. The impression left by 

the papers and the account of discussions after each is illuminating and exciting: the 
variety of the reflections grounded on different approaches to the topic creates a sense 
of serious intellectual activity in which all readers must feel they can share. No 
summary of ‘results’, as Professor Knights rightly says, can offer an adequate conclusion 
to such an occasion, but there emerges from the profound and often deeply interesting 
points of view expressed a real feeling of exploration and discovery. (808) 


MATTHEW ARNOLD AND THE DECLINE OF ENGLISH 
ROMANTICISM. The Gregynog Lectures, 1959. D. G. James. Oxford 
University Press, 18s. 1961. 19 cm. 122 pages. 

The Vice-Chancellor of the University of Southampton carefully and relentlessly 

uncovers the contradictions and lacunae in Arnold’s critical writing, in his repudiation 

of the romantic theory of poetry with its emphasis on imagination, and in his exalta- 
tion of ‘criticism’ and ‘science’. He sees these inconsistencies and confused arguments 
as reflecting a temperamental uncertainty in Arnold, an uncertainty which impaired 

his poetry. (808-1) 


WHY NOT WRITE A DOCUMENTARY PLAY? Lucile Spalding, 
Alison Graham-Campbell, Helen Anderson and Marion Jay. With PLEASURE 
OR PAIN IN EDUCATION by Marion Jay. University of London Press, 
8s.6d. 1961. 19 cm. 80 pages. Illustrations. 

Documentary drama is not a new form, but rather a revived one, and one that is 

being used increasingly in schools, clubs, and drama guilds. The authors of this text- 

book—the first three are respectively the former Social Studies Adviser, the Drama 

Adviser and the Music Adviser to the National Union of Towriswomen’s Guilds— 

have all been closely associated with the production of such works and the book is 

valuable by reason of their experience. They discuss material, the script, and music and 
give outlines for three documentary plays and the full script of a fourth. The work will 

prove a useful and concise addition to school and club libraries. (808-25) 
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GOOD SPEAKING. A. M. Henderson. Reprint. Pan Books, 2s.6d. 1961. 18 cm. 
188 pages. Paper covers. 

A reprint of a uscful little book on the rudiments of good speaking, by a writer with 

practical experience of the subject. Its three sections deal with the technique, the art, 

and the use of good speaking, and it is liberally supplied with exercises and passages 

for the student to practise. First published 1956. (808-5) 


THE CHARACTERS OF LOVE. A Study in the Literature of Personality. 
John Bayley. Constable, 21s. 1961. 22-5 cm. 304 pages. Index. 
A critical essay of exceptional interest, whose argument starts from two distinct 
interpretations of the word love. In examining the theme of love in Western literature 
Mr. Bayley contends that the most perceptive writers are those who love their 
characters in the sense of delighting in their independent existence, an attitude which 
is no longer in favour among modern novelists. He analyses three works in detail, 
Chaucer’s Troilus and Criseyde, whose heroine is a victim of rigid social custom, 
Shakespeare’s Othello, which he sees as a conflict between a frenzied egotism and a 
fatal self-ignorance, and Henry James’s The Golden Bowl, a still more intricate study of 
the confrontation of knowledge and innocence. He is a notably independent author, 
whose faith in the supreme interest of the human personality runs counter to current 
critical doctrine, but despite a certain carelessness in his definitions he has written a 
scholarly and powerfully argued book which is of first-rate critical interest. (809-93) 


English Poetry Australian Poetry 


EIGHT METAPHYSICAL POETS. Edited with an Introduction and 
Notes by Jack Dalglish. Heinemann, 9s.6d. 1961. 19 cm. 192 pages. Frontispiece. 
Index. (The Poetry Bookshelf) 

This is a smal] anthology designed as an introduction to metaphysical poetry for those 

unfamiliar with the genre. The editor has written a brief preface outlining general 

characteristics to prepare readers for the texts that follow. He has then wisely left to 
the end a biography and critical study of each poet and any necessary explanation of 
difficulties in meaning. Apart from the authors normally classified as ‘metaphysical’, 

Mr. Dalglish has included Carew, Henry King, and Cowley, whose poetry justly 

illustrates the strength of the style inaugurated by Donne. Within the limited space 

available, his selection has the merit of offering representative examples interesting 

enough to invite further exploration from beginners in this field. (821-08) 


ELIZABETHAN POETRY. Edward Arnold, 25s. 1960. 22-5 cm. 224 pages. 
Illustrations. Index. (Stratford-upon-Avon Studies 2) 
The editors of this new series, John Russell Brown and Bernard Harris, have taken 
great care to assemble teams of contributors, knowledgeable, enthusiastic, and capable 
of writing with originality and freshness of feeling. Intelligent planning gives factual 
information as a prelude to each chapter, thus leaving the author free to make his 
points unhampered by dangers of repetition and irrelevance. The first volume, 
Jacobean Theatre, is reviewed on page 361. In the second, faced with the wealth of 
material which makes up Elizabethan poetry, the editors have wisely decided to con- 
fine the field as far as possible to shorter poems capable of rapid assimilation. Spenser 
is necessarily an exception: first his biography is discussed and elsewhere one part of 
The Faerie Queene (‘The Cave of Mammon’ II, 7) occasions a thorough critical 
examination. Sidney and Donne each receive a separate article. Other important topics, 
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the sonnet, music and poetry, and satire are given full and stimulating consideration. 
Among more detailed studies an interpretation of Ralegh’s “Ocean’s Love to Cynthia’ 
is an example of highly perceptive analysis. The participants in this volume bring 
scholarship and imagination to an age which they recognise as essentially relevant to 
the modern world. (821-3) 


THE POEMS OF HENRY CONSTABLE. Edited by Joan Grundy. 
Liverpool University Press (Liverpool), 30s. 1960. 22-5 cm. 262 pages. Illustrations. 
Index. (Liverpool English Texts and Studies) 

A neglected poet, Henry Constable appears sometimes in anthologies of Elizabethan 

sonnets, but most readers would be hard put to say anything else about him. This 

excellent edition now supplies what is needed. Miss Grundy (Lecturer in English 

Literature in the University of Liverpool) describes Constable’s life, establishes the 

canon and text of his poetry, and provides it with a useful commentary. From her 

study of the manuscripts and fuller knowledge of dates of composition, she shows him 
to have had more influence upon the English sonneteers than was previously supposed. 

In a critical assessment, she emphasises the merit of the spiritual sonnets, written after 

his conversion to Roman Catholicism, in which she finds an originality and intensity 

of feeling absent in his earlier secular work. Miss Grundy’s scholarly, professional 
editorship makes this book a most valuable contribution to Elizabethan studies. 


(821-3) 


JOHN MILTON. Kenneth Muir. 2nd edition. Longmans, 15s. 1961. 19 cm. 
206 pages. Index. 

This study of Milton by the Professor of English Literature at the University of 

Liverpool was first published in the Men and Books series in 1955. It combines an out- 

line of the main facts of Milton’s life and works with a review of the conflicting critical 

opinions on the poet during the last thirty years and the author’s own just and sensible 

conclusions. (821-4) 


YEATS: THE MAN AND THE MASKS. Richard Ellmann. Reprint. 
Faber, 12s.6d. 1961. 21-5 cm. 346 pages. Index. (Faber Paper-covered Editions) 

A reprint of Professor Ellmann’s well-known study (first published 1949) of the Irish 

poet which sets out “to represent as fully as possible the development of Yeats’s mind.’ 

The text has been corrected for this edition. (821-91) 


INSIDE THE WHALE. Evan Jones. F. W. Cheshire (Melbourne), 15s. 1960. 
21° cm. 72 pages. 
Poetry is always personal to both the writer and the reader, but in most Australian 
poetry it is the description of the outside world which is most vivid. Evan Jones, 
however, in this collection of poetry is more concerned with personal intimate 
description. At the same time this is not in any sense intellectual poetry and is difficult 
to describe. It is more concerned with people and the effect of various personalities 
on the poet and expresses reaction not so much to environment as to society. As such 
it is unusual and interesting. (821-91A) 


SOME POEMS OF E. H. W. MEYERSTEIN. Selected and edited by 
Maurice Wollman. Neville Spearman, 15s. 1960. 19 cm. 168 pages. 

E. H. W. Meyerstein, who died nearly ten years ago, was a talented yet obscure and 

solitary figure. He cultivated a phenomenally wide range of interests, as literary critic, 
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biographer, musical scholar, and collector of manuscripts. While he achieved no 
striking success in any of these, it was certainly upon his poctry that his ambitions 
were mainly fixed. His verse is traditional in its strict regularity and use of rhyme; 
although romantic in tone and idiom it is by no means derivative, but minutely 
observant of natural objects and full of unexpected turns of phrase. The author writes 
now of English, now of Mediterranean scenery with a curious combination of 
originality and stiffness, but in all his poetry he shows himself a highly accomplished 
metrist. (821-91) 


English Drama 


HENSLOWE’S DIARY. Edited with Supplementary Material, Introduction 
and Notes by R. A. Foakes and R. T. Rickert. Cambridge University Press, 60s. 
1961. 23-5 cm. 428 pages. Illustrations. Indexes. 

Henslowe’s diary, preserved in manuscript in the archives of Dulwich College, 

London, is a vital document for historians of the Elizabethan theatre. Sir Walter Greg 

published his brilliant edition and commentary in 1904 and 1908, and this has provided 

the groundwork for all subsequent studies in the field. It is, however, thought by the 

editors of the present volume that the time has come, after so much research, for a 

reassessment of the evidence offered in the manuscript. They have, therefore, repro- 

duced all the material printed by Greg with certain additions not included by him 
and with a correction of his sole misreading. In their introduction, they point out that 
certain problems of interpretation affecting the character of Henslowe himself and the 
meaning of his records might well be reconsidered. This book is of the utmost 
importance to the study of Elizabethan drama and will prove a means of carrying 
scholarship another step forward. (822-3) 


JACOBEAN THEATRE. Edward Amold, 25s. 1960. 22-5 cm. 254 pages. 
Index. (Stratford-upon-Avon Studies 1) 
A book on the Jacobean theatre demands a skilful distribution of topics to allow for 
the variety of dramatists, ‘kinds’, and theatrical techniques. Shakespeare and Ben 
Jonson naturally receive a generous share of attention. For Shakcspzare, an article on 
the tragedies points forward to themes and styles in other Jacobean dramatists, and 
there is also a perceptive study of the imaginative quality and theatrical opportunities 
in The Tempest. For Jonson, an article on his stagecraft makes a notable survey of the 
principles followed in his handling of speech and incident in masques and plays; 
another treats the comedies, together with those of Dekker and Heywood, and a third 
discusses the tragedies in terms of their language. Further separate chapters are devoted 
to individual figures to illuminate the work of each and establish its relation to the 
conventions by which it was formed and to which it contributed. (822-3) 


THE ROUGH AND READY LOT. A Play in Three Acts. Alun Owen. 
Encore (41 Great Russell Street, London, W.C.1), 6s. 1960. 21-5 cm. 60 pages. Paper 
covers. 

This historical play combines dramatic excitement and intellectual vigour to an 

unusual degree. Its setting is a South American republic in the throes of revolution 

shortly after the American Civil War and the protagonists are four British soldiers of 
fortune: the English colonel has fought for the South and his Irish and Welsh officers 
for the North. The action centres on their quarrel as to whether to respect the sanctity 
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of a monastery which lies in the path of their advance, but it soon becomes a passionate 
debate on the nature of war and revolution, intensified by the conflicting tempera- 
ments of the four. Although the denouement appears somewhat contrived, the 
author’s handling of both comic and serious dialogue shows a quite exceptional talent. 


(822-91) 


SYNGE AND ANGLO-IRISH DRAMA. Alan Price. Methuen, 25s. 
1961. 22 cm. 248 pages. Index. 

The publication of a definitive biography of Synge in 1959 opened the way for a full- 
length critical work; this opportunity has been taken by Mr. Price, Lecturer in 
Education in Queen’s University, Belfast. After a survey of his subject’s reputation in 
relation to the Irish dramatic movement, he firmly defends the authenticity of Synge’s 
conception of Ireland and the idiom in which its life was expressed. This is a compre- 
hensive volume which includes discussion of Synge’s prose and poems as well as a 
critical analysis of each play, tracing the progress of the plot with comment on the 
characters and their contribution to the tone and feeling of the whole. It is a useful 
contribution to the understanding of Anglo-Irish writers and their achievement. 


(822-91) 


PLAYS OF THE YEAR. Vol. 21. 1959-1960. Edited by J. C. Trewin. 
Double Yolk, by Hugh and Margaret Williams; Siwan, by Saunders Lewis, trans- 
lated from the Welsh by Emyr Humphreys; A Clean Kill, by Michael Gilbert; The 
Amorous Prawn, by Anthony Kimmins; Creditors, by August Strindberg, trans- 
lated from the Swedish by Elizabeth Sprigge. Elek, 18s. 1961. 18-5 cm. 480 pages. 

Mr. Trewin has chosen this time five plays widely varying in type: Double Yolk, a 

well-made dramatic double bill depicting two marriages affected by a road accident; 

Siwan, by the Welsh scholar poet, acted in London in its English translation under the 

title, King’s Daughter, a legendary romance in which Llewelyn the Great’s daughter, a 

great political power in her remote Welsh castle, almost carelessly sacrifices everything 

for love; next, and both in complete contrast, The Clean Kill, a cleverly worked out 
murder mystery, and The Amorous Prawn, a farcical domestic comedy; and, finally, 

Strindberg’s one-act Creditors. (822-91) 


English Essays 
ESSAYS AND INTRODUCTIONS. W. B. Yeats. Macmillan, 36s. 1961. 
23 cm. $44 pages. Illustrations. 

All admirers of Yeats will be glad to see the reappearance of two of his prose works 
which have long been out of print. Ideas of Good and Evil (1896-1903) expressed much 
that was central to his imaginative thinking as a poet in the early stages of his career; 
The Cutting of an Agate (1903-1915) dealt primarily with the Irish theatre and particu- 
larly with Synge. A third section contains more recent articles, some of which, not 
easily accessible, exemplify Yeats’s interest in Buddhism and contribute towards the 
interpretation of his later poems. In addition, three brief essays, written as introduc- 
tions to his own work and not previously printed, bring a living impression of the 
mind of a great poet reflecting on the poetical, dramatic, and critical achievement of a 
lifetime. Appropriately, the two illustrations show Yeats the young man from a 
portrait by his father and Yeats the Senator and public figure from a contemporary 
photograph. (824-91) 
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English Miscellany 


FRANCIS BACON. J. Max Patrick. Longmans for the British Council and the 
National Book League, 2s.6d. 1961. 21-5 cm. 44 pages. Paper covers. (Writers and 
Their Work) 

Francis Bacon, Viscount St. Albans (1561-1626), well known in British history as a 

Lord Chancellor, man of letters and philosopher, has always been something of an 

enigma. The present writer suggests that he is best regarded as the supreme English 

example of the baroque man. The great contrasts in his character, actions, achieve- 
ments and fortunes are the characteristics of his age in a heightened degree. Bacon’s 
public life can, for the reader, profitably be regarded apart from his private life. In 
the first can be seen his colossal zest for grandeur, his servility, his utilitarianism, his 
delayed promotion, great elevation and catastrophic fall. In the second he displays love 
for ‘privateness and retiring’, a mental grasp and courage that attempts to review and 
reorganise not knowledge only, but how men should think about it. Finally, it is 
shown that in spite of public enemies he elicited love and admiration from his acquain- 
tances. A very fine essay, and a fitting tribute to the four hundredth anniversary of 
Bacon’s birth. (828-3) 


German Literature 
WILHELM RAABE. An Introduction to his Novels. Barker Fairley. Oxford 
University Press, 30s. 1961. 18°5 cm. 284 pages. 

Raabe is known chiefly as the author of three or four novels published before 1870. 
He lived, however, until 1910, and Professor Fairley, who has written distinguished 
books on Goethe and Heine, believes that his genius has been underestimated, the 
numerous short novels he produced in his later years being of greater significance and 
nearer to the spirit of the 20th century. He has devoted his book mainly to a close 
analysis of nine of these later works, to which he appends a consideration of the earlier, 
more widely known stories and a lengthy section, entitled ‘Continuing the Argument’, 
which is in the nature of an introduction to Raabe as a writer. Professor Fairley lays 
the main stress on Raabe’s literary skill and therefore offers little biographical informa- 
tion. Though he brings out well the interest and charm of the stories, he is less 
convincing in his argument that their author is far more than a regional writer of 
somewhat limited range. (833-8) 


French Literature 


STUDIES IN MODERN FRENCH LITERATURE. Presented to 
P. Mansel] Jones by Pupils, Colleagues and Friends. Edited by L. J. Austin, Garnet 
Rees, and Eugéne Vinaver. Manchester University Press (Manchester), 42s. 1961. 
23 cm. 364 pages. Illustrations. 

In these 27 essays (four of which are written in French) friends, colleagues and pupils 

of Professor Mansell Jones offer him on the occasion of his retirement from Man- 

chester University some of the fruits of their researches. The subjects range from 

Racine to Proust and Malraux, from a 17th century witchcraft trial to a page of Saint 

John Perse, from 18th century comedy to a Victor Hugo notebook on fashions in 

his day. Four essays on Baudelaire, all carefully annotated, are also included in a 

volume written by specialists for specialists. Perhaps the nicest thing about such a 

book is its evidence of the affectionate esteem which engendered it. (840-4) 
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THE PENGUIN BOOK OF FRENCH VERSE. I. To the Fifteenth 
Century. Introduced and edited by Brian Woledge. With plain prose translations 
of each poem. Penguin Books, 5s. 1961. 18 cm. 374 pages. Indexes. Paper covers. 
(Penguin Poets) 

In a scholarly introduction such as we should expect from the Fielden Professor of 

French in the University of London, Professor Woledge gives us the history of 

French poetry from the 11th to the rsth century, with help on the language and 

versification. His anthology contains examples of all the great medieval poets and 

of charming anonymous pastourelles, rondeaux, and popular songs. The language of 
the earlier pocms may rebuff the general reader, but lucid prose translations are 
appended to each, and things grow easier as he goes on to discover many pages of 

pure delight. Biographical notes are given in the Table of Contents. (841-08) 


ON READING FLAUBERT. Margaret G. Tillett. Oxford University Press, 
I§s. 1961. 22°5 cm. 144 pages. 
The works of Flaubert (1821-80) mark a turning point in the history of the French 
novel. Madame Bovary with its heroine’s attempts to escape provincial boredom, The 
Sentimental Education’s disgust with Parisian life, Bouvard et Pécuchet’s final satire on 
human stupidity, Salambé, that wonderful evocation of ancient Carthage, all achieve 
Flaubert’s aim of depicting life from the anatomist’s dispassionate point of view. In 
her critical analysis Miss Tillett, who is Lecturer in French Language and Literature 
in the University of Birmingham, is primarily occupied with ‘the degree of virtuosity 
attained by Flaubert in the use of words’. She quotes generously from the original 
French in support of her opinions. Students already acquainted with Flaubert will 
find here many suggestions for discussion. (843-8) 


THE COLLECTED FICTION OF ALBERT CAMUS. Comprising 
The Outsider, The Plague, The Fall and Exile and the Kingdom. Translated from 
the French by Stuart Gilbert and Justin O’Brien. Hamish Hamilton, 21s. 1961. 
21°5 cm. 408 pages. 

Camus was the youngest of the remarkable line of ‘engaged’ writers, exemplified 

by such authors as Malraux and Koestler, prophetic figures who deliver their messages 

as publicists as well as novelists, and whose inspiration is dominated, though in no 
narrow sense, by the political pattern of the times. The Outsider is a study of an 

Algerian, who lives in emotional isolation, devoid of the sense of guilt or of con- 

ventional obligations, and whose indifference after committing a murder illustrates 

the artificial nature of much of the contemporary social contract: the hero of The 

Fall, by contrast, is a man whose whole existence is dominated by a nagging 

conscience. By far the most ambitious and longest novel is The Plague, written during 

the Second World War, which in describing the effect of pestilence upon a modern 
city allegorises the corruption of values brought about by the German occupation. 

Camus’ strength lies in the imaginative force of his allegory and the physical intensity 

of his descriptions: his weakness manifested here and more clearly in the short stories 

is an inability to characterise the individual. (843-91) 


RESISTANCE, REBELLION AND DEATH. Albert Camus. Translated 
from the French by Justin O’Brien. Hamish Hamilton, 21s. 1961. 22°5 cm. 
210 pages. 

This book represents the author’s selection of the essays he considered most suitable 

for translation into English. They range from the passionately patriotic ‘Letters to a 

German’, written during the period of wartime resistance, and descriptions of the 
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liberation of Paris to Camus’ speech of acceptance of the Nobel Prize for Literature. 
Many of these, although Camus always expressed himself with a rare combination 
of human compassion and intellectual independence, are comparatively ephemeral 
journalism. By far the most impressive essay is his “Reflections on the Guillotine’, an 
eloquent and brilliantly argued appeal for the abolition of capital punishment. Several 
of the essays are concerned with the North African problem, on which the author, 
himself an Algerian, took up a position of compromise. Camus was also deeply 
concerned with the conscience of the times and this collection also contains two 
extremely interesting although inconclusive discussions of the position of the artist 
in the modern world. (844-91) 


Greek Literature 


GREEK LYRIC POETRY. From Alcman to Simonides. C. M. Bowra. 

2nd edition. Oxford University Press, 50s. 1961. 22 cm. 452 pages. Indexes. 
This second edition of a work produced by the Warden of Wadham College in 
1936 has been extensively revised in the light of new texts and recent researches. 
All the great lyric poets are discussed in detail, with liberal quotation in Greek, and 
there is also a chapter on Attic drinking-songs. Footnotes are numerous but compact, 
and certain matters are reserved for treatment in appendices. The index is extensive, 
detailed and specific. The work is clearly designed for specialists in Greek poetry, 
but its elegant literary judgments would also interest—though at the same time 
tantalise—connoisseurs of literature unacquainted with Greek, for whom translations 
of the Greek passages quoted are courteously provided. (884) 


Chinese Literature 


ON THE RED CHAMBER DREAM. A Critical Study of Two Annotated 
Manuscripts of the XVIIIth Century. Wu Shih-Ch’ang. Oxford University Press, 
63s. 1961. 22 cm. 418 pages. Illustrations. Index. 

In this exhaustive study of the complicated problems raised by the famous 18th 

century Chinese novel The Red Chamber Dream a chapter on the historical background 

of various studies on the novel precedes the five parts into which this volume is 
divided: on the manuscripts; on the commentators; on the author; on the novel; on 

Kao E’s version. The study is based on early manuscripts of the text, various com- 

mentaries, and works by the author’s contemporaries, all recently discovered. That 

eminent sinologist Dr. Arthur Waley says: ‘Mr. Wu's book has answered the 

questions that I have for many years wanted to see answered’. (895-1) 


HISTORY [AND GEOGRAPHY] 


AN ATLAS OF WORLD AFFAIRS. Andrew Boyd. 3rd_ edition. 
Methuen, 6s.6d. 1960. 20 cm. 160 pages. Illustrations. Index. Paper covers. 
This book, by the Assistant Editor of The Economist, should help to extend under- 
standing of the roots and interrelations of the problems which make up international 
politics today. The black-and-white maps and the informative text deal with the 
foundations of national power and the areas in which national policies are in conflict. 
Anyone studying them cannot fail to have his ideas clarified and to see world problems 
as a whole. In some instances, perhaps, too much detail has been attempted and there 
are inconsistencies. However, used with a good atlas, this book is a useful guide and 
a compact reference source. (909-82) 
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Geography Travel Description 
A SOCIAL GEOGRAPHY OF BELFAST. Emrys Jones. Oxford University 
Press, 358. 1960. 22°5 cm. 314 pages. Illustrations. Index. 

A good deal has been written on the history and politics of Belfast, rather less on its 
social life and the dynamics of its growth as one of the important centres of population 
and industry in the British Isles. In this well-produced book Dr. Jones, who is Reader 
in Social Geography in the University of London, presents a masterly study which 
will be of value not only to those primarily interested in Belfast itself but also to a 
much wider circle. His theme is the extent to which the ‘city landscape’ of today is 
the outcome of social values as much as of its physical background and its history. 
More than many other cities, Belfast is man-made, one-tenth of the City Borough 
have been reclaimed from the Lagan estuary. He also demonstrates the homogeneity 
of the population, and discusses objectively the development of segregation. 
(914-161) 


ENGLISH PLACE-NAMES. Kenneth Cameron. Batsford, 30s. 1961. 23 cm. 
256 pages. Illustrations. Index. 
The first part of this book by the Senior Lecturer in English Language in the University 
of Nottingham deals with the many factors to be taken into account in arriving at 
the meaning of a place-name: documentary evidence, questions of phonology, 
etymology, typography, and the work of historians and archaeologists, etc. These 
details of technique are seen applied in discussing Celtic, Scandinavian and Anglo- 
Saxon names of places, e.g., the location of Old English Kingdoms, naines of roads, 
fields, river crossings, woodlands, and the influence of mythology, social and legal 
customs and of Christianity. A pronunciation table, an interesting summary of the 
common clements in English place-names, admirable indexes, maps and excellent 
reproductions of old documents are worthy features of an outstanding scholarly 
book. (914-2) 


THE CARDIFF REGION: A Survey. Prepared for the meeting of the 
British Association held in Cardiff, 31 August to 7 September, 1960. University 
of Wales Press (Cardiff), 21s. 1960. 25-5 cm. 238 pages. Illustrations. 

This attractively produced volume reviews the Cardiff region, interpreted as East 

Glamorgan, Monmouthshire and part of Brecon: its geological and geographical 

background, its botany and zoology, and the economic and social changes which 

have taken place since the British Association last met at Cardiff in 1920. The 
economic sections are on the whole optimistic regarding the future. An unusual but 

appropriate feature are the chapters on language and literature. Though there is a 

certain lack of balance, and one might have expected some treatment of the city’s 

functions as the capital of Wales, these essays are informative and readable. 


(914:297) 


INTRODUCING TURKEY. Cedric Salter. Methuen, 21s. 1961. 20°5 cm. 
192 pages. Illustrations. Index. 
Everyone who knows Turkey has in him the book he would like to write about it; 
consequently, no published account ever satisfies. But Mr. Salter is writing for those 
who do not know the country, and in less than two hundred pages he packs in a 
great deal of information, spiced with anecdote. He had the advantage of knowing 
Turkey at different periods, and, unlike some writers, of having lived there. Thus his 
descriptions of Istanbul, the Aegean coast, Cilicia, the Van region, and the Black Sea 
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have an authentic ring. Nor does he try to compete with Freya Stark and Lord 
Kinross. The map at the end might have been fuller, the photographs lack originality, 
and the style is sometimes too deliberately popular; but this is a light, unpretentious, 
attractive book, written with affection for Turkey and likely to inspire it. 
(915-61) 


JOURNEY TO CANBERRA. By road from Sydney, with deviations in 
search of history, geography and curiosa along the Canberra Highway. Frank 
Clune. Angus & Robertson (Sydney & London), 27s.6d. 1960. 22-5 cm. 278 pages. 
Illustrations. 

Frank Clune has written many popular books on Australian subjects and in this 

account of a journey along the road from Sydney to Canberra he brings together 

reminiscences of previous visits to places on his route as well as a mass of historical 
information and anecdote. His route took in many of the oldest settlements in 

Australia and the most interesting illustrations are those comparing scenes of today 

with those of the past. There is a good deal of rather superficial journalistic writing 

but much interesting material, including three chapters on the remarkable novelist 

Miles Franklin, and a number of photographs. (919°44) 


MELBOURNE: A Portrait. Mark Strizic and David Saunders. Georgian 
House (Melbourne), 37s.6d. 1960. 24 cm. 122 pages. Index. 
In this book of photographs, the authors have attempted to suggest the character 
of the city of Melbourne as it appears to them rather than to describe it exhaustively. 
The rather misty quality of the photographs also tends to suggest rather than define. 
The description accompanying each photograph includes a poetic comment which 
amplifies the effect of the picture and the descriptions are printed in English, German 
and Italian, a proceeding in itself a comment on life in an Australian city today. By 
the use of these several techniques a mosaic of impressions is built in a way which is 
both impressive and unusual. (919°45) 


Biography 
A BREATH OF FRESH AIR. An Idyll. F. C. Ball. Faber, 18s. 1961. 21 cm. 
256 pages. 

Life in rural England before World War I is very well described in this account of 
the Hopewell family, an autobiography in fictional form. Father was gardener at a 
country house: his wages were small and it was a struggle for Mother to bring up 
the children in the cramped cottage, especially when Father went away to the war. 
But there were quiet resources of character, adaptability and humour in the Hope- 
wells, and these qualities are well brought out in the fresh, unsentimental writing. 
The dialogue is especially good, though the attempt to convey dialect by variation of 
spelling may cause the overseas reader some initial difficulty. (92) 


THE CORRESPONDENCE OF EDMUND BURKE. Vol. Ill: July 
1774-June 1778. Edited by George H. Guttridge. Cambridge University Press, 84s. 
1961. 235 cm. 508 pages. Frontispiece. Index. 

This third volume of the projected series of ten volumes of Edmund Burke’s cor- 

respondence includes many letters published for the first time, and others hitherto 

published only in part or from faulty transcripts. The period covered, from Burke’s 
forty-sixth to his fiftieth year, shows what is widely regarded as his greatest achieve- 
ment in parliamentary oratory, advocating a new outlook in Britain’s relations with 
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the American Colonies. At this time he became a member of Parliament for a great 
constituency, Bristol; vivid letters show him accepting nomination and, later, 
explaining to his constituents that a member of parliament is a representative not a 
delegate. Prefatory notes and cross reference footnotes are given with many letters. 
Burke was a man of wide interests, and his many acquaintances provide some vivid 
character sketches. The admirable editing of these letters has produced an outstanding 
historical work. (92) 


THE DRUMS OF MORNING. Rupert Croft-Cooke. Putnam, 21s. 1961. 
22°§ cm. 222 pages. 
This third volume of Mr. Croft-Cooke’s autobiography describes his adolescence 
and early manhood, first as a schoolboy in Shrewsbury and later as a teacher near 
Liverpool. The period is the end of the First World War and immediately afterwards 
and much of the book’s appeal lies in the picture it creates of the rapidly changing life 
of England at that time. The author achieves a memorable portrait of his headmaster, 
who for all his eccentricities succeeded in instilling a permanent love of literature and 
painting into his pupil, and he gives an entertaining account of his own first stumbling 
efforts to get his work into print. (92) 


UP SPAKE THE CABIN BOY. Robert Harbinson. Faber, 18s. 1961. 
20°§ cm. 252 pages. 
Mr. Harbinson’s two earlier volumes of autobiography described his boyhood as an 
evacuce in the towns and the countryside of Northern Ireland during the early years 
of the Second World War, and this book takes his story up to the summer of 1944. 
He begins by working as a cabin boy on a dredger where he makes friends with an old 
bargee, a former deep-sea diver, but he is never happy for long away from the 
Fermanagh farmstead which he has come to regard as his home, and he abandons a 
succession of jobs to escape to it. The book ends with his departure for England to 
train for missionary work in Africa. Mr. Harbinson is a born writer with remarkable 
descriptive gifts, and brings to all his experiences, the trivial as well as the strange, a 
zest for living and a human sympathy which make him an unusually readable auto- 
biographer. (92) 


SIR PATRICK HASTINGS: His Life and Cases. H. Montgomery Hyde. 
Heinemann, 30s. 1960. 22 cm. 432 pages. Index. 
This is a biography of a lawyer, called to the Bar in 1904, who overcame an initial 
handicap of poverty and lack of a normal education, and rose to be one of the most 
distinguished counsel of his day. In addition to his legal work, which is fully covered 
in this book, Sir Patrick Hastings was a Member of Parliament for a number of years, 
acting as Attorncy-General in the Labour Government of 1923. He also had a great 
interest in the theatre. The author is himself a lawyer and an experienced writer, and 
it is clear that his work will be regarded as a definitive biography. (92) 


DAME OF SARK. An Autobiography. Sibyl Hathaway. Heinemann, 21s. 
1961. 22 cm. 224 pages. Illustrations. 

The author’s father was twentieth Seigneur of the tiny Channel Island of Sark— 

whose inhabitants still speak a medieval Norman patois though for nearly nine hundred 

years they have been British subjects—and on his death she succeeded him. This is 

the story of her life: a spirited, tomboy childhood, battles with her explosive father 

who behaved over her courtship like a second Edward Moulton Barrett, followed by 


368 





yf +S OO, i he. UCU 


~sS © so ® © ye wm LC? 





a runaway marriage, six offspring, and a second marriage to an American. Mrs. 
Hathaway is a vigorous personality whose courage, wisdom and resourcefulness are 
nowhere more apparent than in her diplomatic handling of the situation when the 
Germans occupied Sark. The details of this are of great interest; and the larger life 
of her island—its past history, legends and superstitions, and present-day conditions— 
emerges as vividly from this informative, anecdotal autobiography as the individuality 
of the author herself. (92) 


ALWAYS MORNING. The Life of Richard Henry ‘Orion’ Horne. 

Cyril Pearl. F. W. Cheshire (Melbourne), 40s. 1960. 23 cm. 278 pages. Illustrations. 
In his earlier books Cyril Pearl has shown an irreverent outlook on life and an eye for 
the unusual in character. In this lively biography of Richard Horne he has chosen to 
write about another odd and interesting man, who contributed a great deal to 
Australian literature. Horne was familiar with most of the well-known poets and 
writers of the Victorian age in England, Dickens and the Brownings being particular 
friends. Never very wealthy or successful, he came to Australia in 1852 to join in the 
gold rush. Again he was not successful, but during his stay in Australia he became the 
centre of a group of young writers and provided a valuable link with the English 
world of letters. (92) 


MAURICE NICOLL: A Portrait. Beryl Pogson. Vincent Stuart, 35s. 1961. 
23 cm. 302 pages. Illustrations. Index. 
This is the portrait of a man who devoted the last thirty years of his life to a single 
purpose—the study and the transmission to others of the ideas of the Russian mystic 
Gurdjieff. It comes from the pen of Dr. Nicoll’s secretary, who for a long time has 
been following Gurdjieff’s teaching herself. This being so, her book will be of 
particular interest to those who have already come into contact with the Gurdjieff 
system of thought. Dr. Nicoll had a large and devoted following, and he was in 
many ways a very remarkable man. Mrs. Pogson has given us an excellent portrait 
of him and he must have been an extremely difficult person to paint. This biography 
can be recommended to all who had any contact with Dr. Nicoll, either of a personal 
nature, or through the medium of his books. (92) 


THE WATERSHED. Reginald Payne. Faber, 18s. 1961. 21 cm. 220 pages. 
In these chapters of autobiography, Mr. Payne vividly describes a childhood environ- 
ment very different from that of most children today. He was born in 1896 in 
Northampton of Unitarian parents who were strict vegetarians, teetotallers and 
abstainers from the use of medical drugs. From this narrow (though in many respects 
admirable) background he was emancipated by a remarkable private school and its 
even more remarkable headmaster (whose portrait is one of the best things in the 
book) and by serving in the 1914-18 war, first as a conscientious objector in hospitals, 
and later in the Army. He has written a fascinating case history of the interaction of 
nature and nurture. (92) 


THE DESTRUCTION OF LORD RAGLAN. A Tragedy of the 
Crimean War 1854-55. Christopher Hibbert. Longmans, 30s. 1961. 23 cm. 
360 pages. Illustrations. Index. 

This is a very good book. Mr. Hibbert has made full and scholarly use of his wide 

field of research material and presents one of the most comprehensive and intimate 
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studies of Lord Raglan and his Army in the Crimea. Raglan, conscientious and kind, 
was badly served by his subordinate commanders and he had difficult Allies to 
contend with. Administration was chaotic, co-operation was non-existent, officers 
were ignorant of even the most minor military tactics, medical services were appalling 
until the arrival of volunteer nurses, and the morale of the soldiers declined as the 
war dragged on. Raglan was equally badly supported by the Government at home. 
He died before the end, a tired and worn-out man, and the one lasting benefit of the 
tragic war was a complete and long-overdue reformation of the British Army. It is 
a most readable book, but its chief claim to importance is its justification of Raglan. 


(92) 


WELLINGTON AT WAR, 1794-1815. A Selection of his Wartime 
Letters. Edited and introduced by Antony Brett-James. Macmillan, 42s. 1961. 
23 cm. 378 pages. Illustrations. Indexes. 

Industrious as they were as letter-writers, few of the great commanders of the past 

recorded their recollections and Wellington himself expressed strong views against 

it. Letters are more self-revealing and this present collection affords personal glimpses 
of Wellington at cach stage in his career, descriptions of people and places, and his 
own methods of the internal handling of an army. Those selected cover Mysore and 
the Mahratta War to 1805, the Peninsular War and the final victory in Flanders. 

Each part is preceded by an introductory passage of facts and background to maintain 

the course of events. Some of the letters are well known, others less so, and they are 

all admirably chosen to form a valuable addition to the bibliography of the conqueror 

of Napoleon. (92) 


THE REST TO FORTUNE. The Life of Major-General James Wolfe. 
Robin Reilly. Cassell, 30s. 1960. 22-5 cm. 382 pages. Illustrations. Index. 
Wolfe’s claim to greatness, as Mr. Reilly admits, rests on the success of a single 
campaign; a good regimental officer, he had never before commanded an army in the 
field. The siege of Quebec in 1759 has been thoroughly investigated in recent years, 
especially by Colonel C. P. Stacey. The best part of this book concerns the early life 
of an earnest, puritanical and socially awkward young man, who seems to have had 
few intimates, but who was by no means lacking in powerful friends with influence. 
In view of his constant fight against ill-health and pain—in later years he suffered 
from tuberculosis—it is perhaps understandable that he should have been prickly and 
difficult, and that he should have sought within the brief time left to him the glory 
he so gallantly achieved. (92) 


Ancient Egypt 
EGYPT OF THE PHARAOHS. An Introduction. Sir Alan Gardiner. 
Oxford University Press, 35s. 1961. 24 cm. 482 pages. Illustrations. Index. 

The eminent Egyptologist, Sir Alan Gardiner, writes to introduce the subject of his 
life-long work to a wider public. His book is not a popularisation in the accepted 
sense, but is intended rather to whet the appetite of the serious reader and the potential 
student. Written from an avowedly philological standpoint, it is divided into three 
sections: the first deals with preliminary matters, ancient and modern Egyptology, 
Egyptian language and writing, geography and history; the second covers the period 
from the Old Kingdom to the conquest by Alexander the Great in 332 B.c. while 
the third is concerned with pre-history and the early dynasties. Each chapter within 
these sections has its own select bibliography. (932-01) 
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Ancient Rome 
EVERYDAY LIFE IN ANCIENT ROME. F. R. Cowell. Batsford, 18s. 
1961. 22°5 cm. 208 pages. Illustrations. Index. 
The author, well known for his popular account of Cicero and his age, has now 
written a vivid description of Roman life which emphasises the changes from the 
simplicity of the early peasant-farmers to the luxury and decadence of Imperial Rome. 
The reader is shown Roman homes, furnishings, meals, family life, schools, jobs, 
amusements and relaxations at baths, theatre, circus or amphitheatre, the religious 
cults of home and state, the wealth and culture of the rich, the squalor of the poor, 
the lot of the slaves. This is an excellent introduction to the daily lives of a practical 
but interesting people. (937) 


World War II 
THE WATERY MAZE. The Story of Combined Operations. Bernard 
Fergusson. Collins, 30s. 1961. 23-5 cm. 446 pages. Illustrations. Index. 

Brigadier Fergusson’s high professional knowledge and literary skill combine to 
produce the best and most definitive book yet written on this supreme and intricate 
operation of war. A short and lucid historical survey sets the scene for a detailed study 
of World War Il. Supported by the generating force of Churchill, Mountbatten 
was appointed Chief in 1941 with the invasion of France as the ultimate object. 
Learning from experience, experimenting beyond the boundaries of orthodoxy, 
concocting and perfecting techniques, and against opposition, Combined Operations 
flourished. Written in rich and eloquent style, the story incorporates all the highlights 
of Dakar, Madagascar, Dieppe, the Mediterranean theatre and the final triumph in 
North-West Europe, followed by South-East Asia and ending with a fascinating 
postscript of Port Said in 1956. (940-541) 


MALTA CONVOY. Peter Shankland and Anthony Hunter. Collins, 18s. 
1961. 21-5 cm. 256 pages. Illustrations. Index. 

During the early years of World War II the seaway from Gibraltar to Malta was 
the most dangerous in the world. This book is the story of the hardest fought and 
most important convoy that sailed along it in August, 1942, and it centres upon the 
Ohio in whose tanks was the oil-on which Malta’s survival or surrender depended. 
The island’s desperate need of essential supplies and her vital role in Middle East 
strategy, the assembly of the convoy in home waters with lamentable lack of security, 
the fierce and continuous battle against strong Axis air and sea assaults are welded 
into a gripping and vivid account of a costly triumph. With only four other merchant- 
men the Ohio limped into harbour and discharged her priceless cargo before she 
gently settled on the bottom to join the great names in maritime history. 

(940-5452) 


IT’S FURTHER VIA GIBRALTAR. Patrick Gibbs. Faber, 15s. 1961. 
21 cm. 144 pages. 
The author, a British fighter pilot, was shot down in the Pas de Calais in the summer 
of 1941 and, remembering the advice of an escape expert, decided not to attempt to 
cross the Channel, but to make his way home via Spain. His adventures in crossing 
France, arrest by the French police and final success through the help of an organised 
‘escape line’ make absorbing and suspenseful reading, although the chain of adven- 
tures is short compared with some of the wartime classics in this genre. The story is 
told with an engaging modesty and lightness of touch and the interest never slackens. 


(940°5481) 
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Scotland 


THE ACTS OF MALCOM IV KING OF SCOTS 1153-1165. 
Together with Scottish Royal Acts prior to 1153 not included in Sir Archibald 
Lawrie’s Early Scottish Charters. Collected and edited by G. W. S. Barrow. 
Edinburgh University Press: distributors Nelson, 63s. 1960. 25-5 cm. 356 pages. 
Indexes. (Regesta Regum Scottorum 1153-1424, I) 

Under the title Regesta Regum Scottorum it is proposed to publish eight volumes all 

the authentic royal documents of Scotland for this period. This is an ambitious, but 

most desirable, project which will gladden the hearts of Scottish historians, and be 
of interest to all concerned with the study of medieval charters and kindred documents. 

This first volume in the series contains all the known written acts of Malcolm IV 

with the addition of the hitherto uncollected written acts of members of the Scottish 

house from the earliest times down to 1153. Mr. Barrow’s lengthy and scholarly 
introduction is in itself a valuable introduction to the history of the period, and is 
an excellent illustration of the ways in which this collection enriches the content of 

Scottish history. (941-02) 


Britain 
A HISTORY OF THE ENGLISH PEOPLE IN THE NINETEENTH 
CENTURY. 6 vols. Elie Halévy. Translated from the French by E. I. 
Watkin and D. A. Barker. Reprint. Benn, 12s.6d. each vol. 1961. 20-5 cm. Vol. I, 
672 pages; Vol. II, 340 pages; Vol. III, 372 pages; Vol. IV, 516 pages; Vol. V, 
456 pages; Vol. VI, 696 pages. Indexes. Paper covers. 
Halévy’s classic work on 19th century England is now available in a well printed 
paperback edition. The introductory volume, England in 1815, describes the condition 
of the country in the year of Waterloo, The Liberal Awakening 1815-1830 the critical 
post-war years, The Triumph of Reform 1830-1841 the slow progress towards 
Parliamentary democracy, Victorian Years 1841-1895 the age of Peel and Cobden, 
Disraeli and Gladstone, Imperialism and the Rise of Labour 1895-1905 the political 
uncertainties at the end of the century, and The Rule of Democracy 1905-1915 the 
emergence of a new Liberalism and the years immediately before the First World 
War. The English press said of this history that it was ‘unique and incomparable’ and 
that it would be impossible ‘to exaggerate its importance and interest’; it is now 
within the reach of many more readers. (942) 


CALENDAR OF PLEA AND MEMORANDA ROLLS preserved 
among the Archives of the Corporation of the City of London at the Guildhall, 
A.D. 1458-1482. Edited by Philip E. Jones. Cambridge University Press, 40s. 1961. 
25 cm. 240 pages. Illustrations. Indexes. 

The Corporation of the City of London is rightly proud of its rich store of official 

records. Many have been printed, and of these the series to which this volume belongs 

has proved of exceptional interest. These rolls contain the official account of pro- 
ceedings in the Mayor’s Court, from the 13th to the 15th century. The previous 
volumes were splendidly edited by Dr. A. H. Thomas, formerly keeper of the City 
archives: his successor, Mr. P. E. Jones, has maintained his standards. Like the earlier 
volumes this last one contains much information about London’s citizens, their 
industrial and commercial interests, their wills, and much miscellaneous material 
which illustrates the social and economic life of the medieval City. (942-12) 
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France 


A HISTORY OF MODERN FRANCE. Vol. Il. From the First Empire 
to the Fourth Republic 1799-1945. Alfred Cobban. Penguin Books, $s. 1961. 
18 cm. 346 pages. Index. Paper covers. 

In a previous volume the Professor of French History at University College, London, 

began a survey of French history which had a very definite objective. The study was 

not intended to be a textbook or a narrative history, but rather an interpretation of 

French history with attention concentrated on significant features and decisive events. 

This second volume maintains the high standard set in the first. This is a stimulating 

and readable account of French development. The completed work makes an enjoy- 

able introduction to the growth of a great nation. There is a well-chosen list of boule 

for further reading. (944) 


THE ORIGIN OF THE CAROLINGIAN EMPIRE. Peter Munz. 
Leicester University Press in association with University of Otago Press, 6s. 1961. 
22 cm. $4 pages. Paper covers. 

Charles I (Charlemagne), 742-814, King of the Franks, had held dominion over the 

larger part of Western Europe since 771. This essay examines critically why Charles 

was, in A.D. 800, crowned by Pope Leo III as ‘the great and peaceful emperor of 
the Romans’, thus placing in the Carolingian line the title of ‘Emperor’ (developing 
eventually into, ‘Emperor of the Holy Roman Empire’). Four points are dealt with 
in detail: the fact that Charles himself by no means had a preoccupying ambition for 
any such title; his chief adviser’s policy that Charles should be the protector of the 

Church; his Council’s contention that Charles was an Emperor already; the harassed 

Pope’s anxiety to gain Charles’s permanent protective alliance. A carefully argued 

and clearly written exposition that will find critics but tackles and elucidates for 

students that long-mystifying term, “The Empire’. (94401) 


Russia 


EVERYMAN’S CONCISE ENCYCLOPAEDIA OF RUSSIA. S. V. 
Utechin. Dent, 30s. 1961. 20 cm. 650 pages. Illustrations. (Everyman's Reference 
Library) 

The author, brought up in Soviet Russia, is at present Senior Research Officer in 

Soviet Studies at the London School of Economics. Addressed to the general reader, 

the compilation, with its more than 2,000 alphabetically arranged entries, has a strong 

bias towards the humanities, particularly recent history and current affairs. A great 
deal of trouble has been taken to present the most up-to-date information with 
factual accuracy, and wherever possible bibliographical references are supplied. No 
complete political detachment has been aimed at, but there is an effort at scholarly 
fairness. While Russian literature is inadequately treated, in the main the coverage of 
the subjects attempted is satisfactory within the limitations of space. Altogether, a 
very useful tool of reference, breaking much new ground. (947) 


Middle East 


ARAB NATIONALISM AND BRITISH IMPERIALISM. A Study 
in Power Politics. John Marlowe. Cresset Press, 30s. 1961. 22°5 cm. 244 pages. 
Index. 

Mr. Marlowe is an English Middle Eastern specialist, author of a book on Anglo- 

Egyptian relations and another on the Palestine Mandate. In this volume, after an 

historical introduction, he examines developments in the Arab world since 1952, 
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giving particular attention to Egyptian foreign policy, and to the responses which it 
evoked from the other Arab states and from the great powers. Mr. Marlowe says a 
number of things that others only think or whisper, and he says them well. Writing 
without passion, rancour, or illusions, he is detached, realistic, one might almost say 
cynical in his approach. Not all readers will agree with his vigorously expressed 
judgments; they will find them, however, a refreshing change from the romance, 
humbug, and propaganda that disfigure so many books on the Middle East. 


(956) 


Israel 


THE BALFOUR DECLARATION. Leonard Stein. Vallentine, Mitchell, 
63s. 1961. 22°5 cm. 696 pages. Index. 
The Balfour Declaration in favour of a Jewish National Home in Palestine has been 
the subject of endless controversy—historical, concerning its origins, political, 
concerning its results. In this volume Mr. Stein offers a detailed and elaborately 
documented study of the origins and development of this policy to the point of its 
promulgation in November 1917, with a brief epilogue on its effects up to April 1920. 
He is concerned principally with events in Britain, but gives full coasideration to 
relevant developments in the U.S., France, Italy, Germany and Russia. Mr. Stein, 
a lawyer and author who was political secretary of the World Zionist Organization 
from 1920 to 1929, writes with sympathy and inner knowledge of the Zionist move- 
ment, but at the same time shows remarkable detachment in his use of sources and 
presentation of results. Essentially, this is a monograph in political and diplomatic 
history, based on an exhaustive and meticulous use of published and unpublished 
sources, including the private papers of many of the chief figures. It is likely to remain 
a standard work for some time to come. (956-94) 


Africa 
THE AFRICAN REVOLUTION. James Cameron. Thames & Hudson, 18s. 
1961. 21 cm. 200 pages. Index. (The Great Revolutions Series) 

This is a reference work, intended to provide quick background information to the 
current African news. After a short historical introduction, each territory in Africa 
is surveyed, with emphasis upon the current political situation, economic and social 
problems. The author writes with a background of many years as chief foreign 
correspondent of the News Chronicle. (960-3) 


AFRICAN AFFAIRS. Number One. Edited by Kenneth Kirkwood. 
Chatto & Windus, 18s. 1961. 22-5 cm. 164 pages. (St. Antony’s Papers, No. 10) 
This volume contains eight essays produced under the auspices of St. Antony’s 
College, Oxford. Several of these are notable and provocatively original, especially 
the essay by Wilfred H. Whiteley which analyses the political effects arising from the 
use of approximate Swahili translations for English concepts of political theory, and 
that by Thomas Hodgkin on the language of African nationalism. Mary Holdsworth 
also contributes a most interesting account of African Studies in the U.S.S.R. 


(960-5) 


Sierra Leone 

A HISTORY OF SIERRA LEONE 1400-1787. A. P. Kup. Cambridge 
University Press, 21s. 1961. 22 cm. 220 pages. Index. 

This is primarily a work for scholars, and for the general reader in West Africa. 
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The author, a history lecturer in the University College of Sierra Leone, traces the 
history of the colony and protectorate from the time when Portuguese records begin 
to the point at which the British began to exercise sovereignty. His approach is a 
wide one, which does not neglect economic and social history, but the organisation 
of his material does not make for easy reading, and a bibliography would have been 
appropriate to a work of this nature. (966-4) 


Congo 
CONGO DISASTER. Colin Legum. Penguin Books, 2s.6d. 1961. 18 cm. 
174 pages. Paper covers. (Penguin Specials) 

Mr. Legum has produced an excellent survey of the development of the current 
Congo situation. His approach is historical, with the bulk of his material dealing 
with events from 1958 to December 1960. Until very recently the African politics 
of the Congo were virtually unknown to western journalists, and current reporting 
of the situation suffers badly thereby. Mr. Legum has the advantage of several years’ 
contact with the present leaders, and his analysis gives meaning to their apparent 
vacillations. Naturally there are some signs of haste in the writing, and much has 
occurred since the book went to press. But the intelligent reader should be able to 
bring the story up to date for himself. (967-5) 


United States of America 


AMERICA IN THE MODERN WORLD. D. W. Brogan. Hamish 
Hamilton, 15s. 1961. 22 cm. 134 pages. 

This little book consists of five lectures delivered by the Professor of Political Science 
at Cambridge to Rutgers University, New Jersey. It really contains his very discreet 
advice to his old friends, the American people, on the problems which they face in 
the modern world. Because he is the most experienced and fullest-informed British 
student of the United States, as well as because of the stimulating quality of his 
mind, the book can hardly fail to interest any intelligent reader and to teach him 
much about America. His wise counsel, formulated in the perspective of America’s 
history, and ranging over international affairs, American democracy, education and 
cultural life, might well make a substantial impact in the United States itself. 


(973) 


THE CIVIL WAR IN AMERICA. Alan Barker. Black, 15s. 1961. 22-5 cm. 
192 pages. Index. 
This short study of the American Civil War is successful in its aim of appealing ‘to 
readers among the general public, the universities and the schools’. As one who 
knows the United States, who has taught American history at Cambridge University 
and at Eton, and who is now Headmaster of the Leys School, Cambridge, Mr. 
Barker is exceptionally qualified by his experience to write such a book. He is also 
well qualified in other respects, he writes lucidly and well, and has a special 
talent for stimulating historical comparison. The work is a concise but thoughtful 
account of the Civil War and Reconstruction, particularly suitable for those who 
wish to learn something of the subject in this centenary year. (973-7) 


Falkland Islands 


THE FALKLAND ISLANDS. M. B. R. Cawkell, D. H. Maling and 
E. M. Cawkell. Macmillan, 18s. 1961. 22 cm. 252 pages. Illustrations. Index. 
This handbook on the Falkland Islands, bringing up to date the standard work with 
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the same title by V. E. Boyson (published in 1924), is written by Mrs. Cawkell, 
Dr. Maling contributing the chapters on geology, vegetation, and climate, and Mr. 
Cawkell that on bird life. The history of these South Atlantic islands since they were 
discovered by John Davis in 1592, their economy (cattle and sheep breeding, sealing 
and whaling), and their administration are described in great detail. There are 
interesting chapters on the Patagonian Mission and the famous naval battle of 1914. 
This is a valuable book of reference, although much of it is unsuited to general reading. 


(997°11) 


FICTION 
General 
FIDO COUCHANT. P. B. Abercrombie. Gollancz, 15s. 1961. 19 cm. 
240 pages. 

Miss Abercrombie is a young novelist who has already shown herself extremely 
accomplished in comedy. This novel is centred upon the households of two youngish 
couples, a successful London journalist and his attractive wife, who works as secretary 
to a mysterious and unorthodox business man, and their less happily placed friends, 
a former naval officer and his family who live on the south coast. The plot traces the 
emotional adventures of this quartet, and the author handles this comedy of conflicting 
marriages with exceptional insight and comic invention. She possesses a sharp wit, 
which is yet devoid of malice, a highly observant eye for contemporary manners and 
excels at unfolding her story in dialogue. 


THE LECTURE and Other Stories. Noel Blakiston. Chapman & Hall, 14s. 
1961. 19 cm. 176 pages. 

Discovery is the theme which runs through this collection of nine short stories, 
discovery of the self, of relatives, friends, chance acquaintances and of one’s true 
relationship to them. Mr. Blakiston writes of English riddle class life in a style of 
alert, ironical assurance, and each of these tales is an accomplished piece of story- 
telling, though none attempts penetration in any great depth and one or two suggest 
the slickness of the magazine story. A light-weight collection, but certainly an enter- 
taining one. 


THE TEMPTER. Anthony Bloomfield. Hogarth Press, 16s. 1961. 20-5 cm. 
256 pages. 

Mr. Bloomfield is a young novelist who excels in sustaining the suspense of his story 
and controlling the pace and sequence of events. This novel is centred on a bookshop 
which serves as cover for a studio producing pornographic photographs, and the 
author studies the strangely interwoven lives and motives of the participants in this 
unsavoury industry. The plot is overlaid with a none too convincing symbolism 
which suggests that the bookseller responsible for the enterprise exercises an almost 
confessorial function and that his employees are mysteriously purified by the social 
sickness to which they minister. Nevertheless, the handling of this theme and, especially, 
the emotional development of the characters make it an engrossing book. 


PASSING TIME. Michel Butor. Translated from the French by Jean Stewart. 
Faber, 21s. 1961. 21 cm. 268 pages. 

Dominant in this analytical French novel is a north of England town where a young 

Frenchman spends a year as a clerk in an export firm. He keeps a detailed record of his 

impressions during that year, of his relationships with the people he meets, the girl he 
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loves, and of his reactions to their way of life. At once repelled and fascinated, he 
gradually becomes deeply conscious of the spirit of the town and its past history, 
which is symbolised by a stained-glass window in the cathedral. When he leaves he 
has come to terms with the town and with his experiences in it. Readers familiar with 
its setting will find it a rich and highly interesting novel. 


NAKED WE ARE BORN. Victor Carell. Ure Smith (Sydney), 22s.6d. 
1960. 20 cm. 228 pages. 

Already well-known as the co-author of Dust for the Dancers and Softly, Wild Drums, 
Victor Carell turns to a new literary form in a collection of stories centred upon the 
native peoples of Australia, New Guinea and New Zealand. It is divided into two 
series—‘Before’ and ‘After’; for the theme of the book is the disintegration of patterns 
and values which face the native with the coming of the white man and his civilisation. 
The eight stories are varied, some lyrical, some frightening, some pathetic. They are 
generally well presented, in spite of occasional lapses into diction which seems in- 
congruous with the general literary style. 


LOOKING FOR A BANDIT. Anthony Carson. Methuen, 15s. 1961. 
19 cm. 236 pages. 

Mr. Carson is a humorous writer whose work has become popular in recent years 
with an intellectual public. His chosen medium lies somewhere between the short 
story and the sketch: it usually presents a fantastic adventure which is told in the first 
person and satirises the exaggerated, the emotionally false, and the trite elements in 
modern life, whether manifested in Western civilisation, advertising, Bohemianism or 
literary expression. In this volume Mr. Carson writes in the character of a journalist 
pursuing a variety of curious though not impossible assignments in exotic corners of 
Europe, and this factual basis lends his stories a variety which his unaided imagination 
has sometimes lacked. If his satire is unlikely to suit every taste it certainly possesses a 
sharp and highly individual flavour. 


THE HA-HA. Jennifer Dawson. Anthony Blond, 15s. 1961. 19 cm. 176 pages. 
A first novel which derives its distinction mainly from the unique nature of the 
experience described. Miss Dawson’s heroine is a brilliant student who has won a 
scholarship to Oxford but after the end of her first year is removed to a mental home. 
When she is on the point of cure she meets a young man who falls in love with her 
but soon after disappears, precipitating a fatal relapse. The scenes depicting mental 
illness are rendered with an altogether exceptional power of detached observation, but 
the total impression left by the book is rather that of a skilfully noted documentary 
than of a fully created novel. 


MY FRIEND ANNIE. Jane Duncan. Macmillan, 16s. 1961. 19°5 cm. 
320 pages. 

As in Miss Duncan’s earlier stories about her friends, this tale is less concerned with 
Annie than with a particular phase in the life of the narrator, Janet Sandison. In fact, 
far more prominently figured than her friend Annie—a pretty, pampered creature 
who grows up to join the oldest profession—is Janet’s enemy Jean: their housekeeper 
when, at the age of ten and after the death of her mother, Janet leaves her beloved 
Highland homestead of Reachfar to live with her father in the Lowlands. This is a 
well-observed portrayal of a year-long conflict between two incompatible personali- 
ties, told in the easy, breezy manner of its predecessors. 
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THREE TALES. Gustave Flaubert. Translated from the French with an 
Introduction by Robert Baldick. Penguin Books, 3s.6d. 1961. 18 cm. 124 pages. 
Paper covers. (Penguin Classics) 

Flaubert, distressed by the public’s reception of his major novels, towards the end of 

his life composed these Three Tales, each one of which seems like a quintessential 

abstract of the great novels. A Simple Heart (1876)—for many Flaubert’s masterpiece— 
is the compassionate story of a servant girl whose selfless devotion is abused by those 

to whom she offers it. Herodias (1877), relating the martyrdom of John the Baptist, is a 

masterly reconstruction of the background and origins of Christianity, just as The 

Legend of St. Julian Hospitator (1876) is a reconstruction of medieval violence and 

mysticism. Mr. Baldick’s introduction relates the main facts of Flaubert’s life and the 

circumstances in which the Tales were written. 


ENVY. Jane Gillespie. Peter Davies, 15s. 1961. 19 cm. 220 pages. 

Aspiring towards sainthood, the child Rachel, beautiful and brilliant, decides she 
must first commit all the deadly sins and repent before she can begin to be really good, 
The determined pursuit of her plan of campaign involves her in tragedy which comes 
near to wrecking her whole life. The events are seen through the eyes of her cousin 
Verity, who loves and suffers for her yet is tormented by bouts of envy. The unfolding 
of adolescent awareness in the two girls, their awkward and painful steps towards 
maturity, are depicted with Miss Gillespie’s customary sensibility and sublety of 
insight. 


A BAD STREAK and Other Stories. Brian Glanville. Secker & Warburg, 
I§s. 1961. 19 Cm. 224 pages. 

Mr. Glanville’s writing reflects an unusual combination of gifts: he is both a novelist 
and a sporting journalist. It possesses a factual, first-hand quality, the colours and back- 
grounds are sketched in broad emphatic strokes, its note is colloquial and it excels in 
lively dialogue. The settings are extremely diverse: he writes of the Azores, of the 
English and American colony in Florence, of anti-Semitism and the efforts of Jews to 
escape it in England, but his most original stories are those devoted to professional 
footballers. He writes of their world with an expert assurance, and if his stories are 
sometimes lacking in subtlety, they make up for this in energy, suspense, pathos and 
comic vigour. 


ROAD TO SODOM. Jean Rees. Peter Davies, 18s. 1961. 20°5 cm. 320 pages. 
This novel is drawn from biblical sources as well as from Mohammedan legend and 
the findings of archacology. Sarah, the wife of Abraham, was renowned for her 
beauty, and she awakened within her niece, Adah, intense jealousy. By means of 
diabolical schemes Adah sought to destroy her aunt’s happiness and to corrupt her 
own husband Lot, thus leading him on the road to Sodom. The author gives us vivid 
sketches of Abraham, Eliezer and others, with a realistic description of Sodom and of 
life in Ur of the Chaldees. She uses her material with considerable skill and avoids 
moral exhortation. 


THE UNDESIRED. Kathleen Sully. Peter Davies, 13s.6d. 1961. 19 cm. 
204 pages. 

A meek, colourless little man, to whom nothing seems ever to have happened, 

Stanley Chubb retires in his middle sixties from an office desk feeling that life has 

passed him by. Buying a cottage in Cornwall, however, opens up a whole new world 
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of personalities and events. Through the young girl Len and her problems of love, 
the slatternly Mollie with her many-fathered brood, the plain, elderly Miss Strathers, 
desperate with loneliness, Stanley now learns more about human desires and passions 
than in all his life before. The story is told with Mrs. Sully’s now recognisable blend 
of humour and compassion tinged with grimness. 


THE LOSER. Peter Ustinov. Heinemann, 16s. 1961. 20°5§ cm. 316 pages. 

Mr. Ustinov, well known as an actor and playwright, has now published his first 
novel, a full-length portrait study of a young German intended as a representative 
figure of the generation whose muddled youthful idealism was captured and finally 
sacrificed by Hitler. The plot describes the hero’s boyhood and his adventures in the 
Russian and Italian campaigns; during the latter his stupid and brutal nature undergoes 
a profound change when he falls in love with a Florentine prostitute, an emotional 
awakening which finally costs him his life. The total effect of the novel suffers from a 
confusion of moods. The theme is essentially tragic, but Mr. Ustinov cannot avoid 
representing it through a series of comic studies of military life, which indeed he 
handles brilliantly at the level of farce. Despite the incongruity of its construction, this 
is an unusual novel and well worth reading. 


ZULU ROYAL FEATHER. Oliver Walker. Hutchinson, 18s. 1961. 20°5 cm. 
320 pages. 

In the latter part of the last century John Dunn, the Zulu ‘royal feather’, was a well- 
known figure to hunters and to the officials of the English, Boers, and Zulus throughout 
the northern part of Natal. His popularity and prowess as a hunter, almost from boy- 
hood, fired him with the ambition to acquire large land grants, to found a great Anglo- 
Zulu race with himself as patriarch. This story narrates with a wealth of incident the 
achievement of his aims and his clashes or agreements with the historical Zulu and 
European characters. The vivid pictures of the territory, the illuminating facts of Zulu 
law and customs, and the scene of the Zulu War of 1879, described with almost eye- 
witness clarity, make this biographical novel worth careful reading. 


WEDNESDAY and Other Stories. Dorothy Whipple. Michael Joseph, 15s. 1961. 
20°§ cm. 216 pages. 

The title piece in this collection of eleven stories depicts a mother’s costly payment for 
a brief romantic flutter snatched on the brink of middle age—her one lapse from 
marital fidelity. The stiff, bright misery of plump Mrs. Bulford, glimpsing her 
supplanter in her own loved, familiar surroundings and permitted to take out her 
three children once a month, on Wednesday afternoon, is portrayed with almost 
intolerable poignancy. “Saturday Afternoon’ is another small masterpiece, in which the 
complacency of a self-indulgent mother and daughter is punctured by a shattering 
revelation about the quict, grey husband and father they have for years accepted and 
despised; while in “Sunday Morning’ a fond husband who has stolen his friend’s wife 
begins to wonder whether he has the best of the bargain after all. Mrs. Whipple is an 
accomplished storyteller who observes human nature—especially in its domestic 
relationships—with a nice blend of irony and compassion. 





A SMALL VOICE. Stella Zilliacus. Peter Davies, 13s.6d. 1961. 19 cm. 
192 pages. 

The small voice—sceptically questioning, never quite subdued—is that of truth in the 

mind of the heroine. Approaching middle age, Cecilia has become adept in the 
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complicated game of preserving the illusion required by an affaire without getting 
entangled in the inconveniences of love. A disturbing relationship plunges her back 
into the past, painfully to re-live the phase in her life which transformed her from 
naivété to sophistication and accounts for her present amorous disenchantment. Both 
shrewd and compassionate, this is a searching exploration of a young girl’s discovery 
of love and of its metamorphoses in the heart of a woman. 


Crime, Detection and Mystery 
A BONE AND A HANK OF HAIR. Leo Bruce. Peter Davies, 13s.6d. 
1961. 19 cm. 192 pages. 

Mr. Bruce continues to entertain us, this time with an ingenious story of what would 
appear to be a series of wife murders by a man who had ‘always hated work’. Carolus, 
that urbane schoolmaster who is interested in the investigation of murder, pursues his 
enquiries, makes his deductions and presents the police with his solution. Mr. Bruce 
has a sharp eye for character and a neat wit in the etching of it that makes him 
compulsive reading. 


MESSAGE FROM SIRIUS. Cecil Jenkin. THE SMARTEST GRAVE. 

R. J. White. Collins, 12s.6d. each. 1961. 19 cm. 288 : 286 pages. 
These two novels were joint winners of the competition organised by the publishers 
for the best crime novel to be written by a university don. The first author is a 
lecturer in French in the University of Exeter, the second a lecturer in history at 
Cambridge. Mr. Jenkins concerns himself with the murder of a popular singer and 
film star, who is selected as a symbol of a decadent age; Mr. White gives us a period 
piece (late Victorian and early Edwardian) about a rumbustious rogue who preys upon 
women and gets rid of one of them. The don comes through in Mr. Jenkins’ book, 
which is better read at intervals: it drives home the immense amount of detail involved 
in a police investigation and draws its chief characters clearly and well. Mr. White’s 
book carries the reader along on the strength of its sense of period and its able studies 
of the hunted man, who aspired to become a gentleman, and of his dolorous but 
skilful hunter. 


Reprints 


THE GREENGAGE SUMMER. Rumer Godden. Reprint. Pan Books, 
2s.6d. 1961. 18 cm. 188 pages. Paper covers. 

A reprint of a novel first published in 1958, in which the narrator is one of a group of 

five children—the eldest a girl on the threshold of womanhood—who are spending, 

for the first time, a holiday in France, a holiday that ends in violence and terror. It is 

written with a remarkably sensitive understanding of the young mind. 





THE UNSPEAKABLE SKIPTON. Pamela Hansford Johnson. Reprint. 
Penguin Books, 2s.6d. 1961. 18 cm. 202 pages. Paper covers. 

A novel (first published 1959) which handles with an extremely skilful blend of 

comedy and pathos the adventures of an expatriate Englishman, possessed of enough 

talent to give the illusion of persecuted genius, who scrapes a precarious living by 

divers means in the city of Bruges. 


MUSEUM PIECES. William Plomer. Reprint. Penguin Books, 3s.6d. 1961. 
18 cm. 236 pages. Paper covers. 
Mr. Plomer’s novel (first published 1952) is witty, comic, and fastidiously written. 
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It is a story of mother and son who refuse to adapt themselves to change and in conse- 
quence lead a life of successful eccentricity until their sad end. 


POPE JOAN. A Romantic Biography. Emmanuel Royidis. Translated from 
the Greek by Lawrence Durrell. Deutsch, 15s. 1960. 22°5 cm. 164 pages. 

A new edition of Lawrence Durrell’s brilliant free translation (first published 1954) of 
an historical romance which ‘occupies a central position among the popular books of 
modern Greece’. It tells the story of the fabulous Pope John VIII, said to have reigned 
in 855, and discovered to be a woman. 


THE BREAKING OF BUMBO. Andrew Sinclair. Reprint. Penguin Books, 
2s.6d. 1961. 18 cm. 158 pages. Paper covers. 

An original, mannered first novel, with a keen satirical edge, about the adventures, 

military and social, of an Old Etonian who is posted to the Brigade of Guards for his 

National Service. First published 1959. 


THE CONSCIENCE OF THE RICH. C. P. Snow. Reprint. Penguin 
Books, 3s.6d. 1961. 18 cm. 334 pages. Paper covers. 

A reprint of a volume (first published 1958) in Sir Charles Snow’s impressive Lewis 

Eliot cycle. Set in the 1930’s, it is concerned with the effect of the decision of the son of 

a great Anglo-Jewish banking family to abandon a promising career in law for the 

uncertainties of medical practice. 


MEMENTO MORI. Muriel Spark. Reprint. Penguin Books, 2s.6d. 1961. 18 cm. 
220 pages. Paper covers. 

A reprint of a novel (first published 1959) concentrating upon a circle of elderly 

Londoners and probing their awareness of the approach of death, of which several are 

reminded by an anonymous voice on the telephone. It is an extremely accomplished 

performance in Miss Spark’s own peculiar vein of comedy blended with the macabre. 


THE MIDDLE AGE OF MRS. ELIOT. Angus Wilson. Reprint. Penguin 
Books, 4s. 1961. 18 cm. 350 pages. Paper covers. 

A reprint of a novel first published in 1958 which telJs the story of a woman widowed 

in her early forties, reduced to comparative poverty and confronted with the harsh 


reality of loneliness. The author’s approach is more sympathetic, less satirical than 
before. 


BOOKS FOR YOUNG READERS 
Fiction 
HOLIDAY OF ENDURANCE. Mabel Esther Allen. Dent, 12s.6d. 1961. 
19°5 cm. 192 pages. 

There are organisations today which provide holidays for young people who want 
to learn the techniques of adventurous activity—mountaineering, rock-climbing, 
map-reading, camping, sailing and canoeing. This is the story of one such holiday, 
provided by the Kinnaird Endurance Holiday Trust at an old castle in the Highlands 
of Scotland. Not all those who participate are equally sincere in their love of adventure 
—some have quite other incentives—but eighteen-year-old Deborah enjoys herself 
more than she has ever done before. This is a good story for teen-agers, giving an 
excellent impression of the kind of activities provided on holidays of this sort. 
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WILD AND FREE. Stories of Canadian Animals. H. Mortimer Batten. 
Blackie, 10s.6d. 1961. 19 cm. 192 pages. Illustrations. 
This is the last book of the late H. Mortimer Batten, who was for a long time a game 
warden over a vast area of Canada and who has been known for many years for his 
enchanting stories about Canadian wild life. As in his previous books, such as Whispers 
of the Wilderness, the most striking aspect of the stories is their wealth of first-hand and 
first-class observation. Some of the principal characters are loons, bears, wolves and 
beavers, and naturalists of all ages in other parts of the world will enjoy reading about 
such animals, even if they have no first-hand acquaintance with them, because of the 
charm of the writing and the information given about wild life in untouched country. 


YOUNG SEA-ANGLER. George Goldsmith-Carter and Robert Bateman. 
Constable, 10s.6d. 1961. 20-5 cm. 158 pages. (Sports Fiction Series) 
A well-written, fast-moving tale, suitable for boys in their early teens, and set on the 
east coast of England in an imaginary deep-water angler’s paradise. The young hero 
is virtually adopted by a retired naval man who owns a motor boat, and develops his 
skill and character against tide, storm and huge fish, ending up with a 112 lb. conger 
which prevents divers from destroying a dangerous wreck. His bid to win a great 
competition is thwarted by his own courage in rescuing a rival from a sinking boat. 


DANGEROUS SECRET. Edited by John Gunn. Australian Broadcasting 

Commission (Sydney), 15s.6d. 1960. 25 cm. 70 pages. Illustrations. 
With a little discussion and help from John Gunn, the well-known writer of adventure 
stories for children, this book was written by listeners to the Australian Broadcasting 
Commission’s Children’s Hour. Each chapter was broadcast over a period of five weeks 
and the book was gradually built up from hundreds of contributions over nearly a 
year. The interest and enthusiasm of the children was maintained; the story hangs 
together well and will appeal to the twelve-year-old age group. The illustrations are 
particularly interesting. They were painted by the children themselves and sent in as 
contributions. 


SARABEL. A Doll of Long Ago. Moyra McGavin. Harrap, 8s.6d. 1961. 20-5 cm. 
104 pages. Illustrations. 

One morning at the beginning of Queen Victoria’s reign a beautiful wax doll opens 
her eyes and looks at her first owner, Sarah. Sarah gives the doll her own name and 
is devoted to her. But the sad day comes when Sarah is too big for dolls and passes 
her on to her younger sister Isabella. And so it goes on until Sarabel has had four 
owners and is rather worn and dusty. Then she is put away in lavender and sleeps for 
a hundred years. Margery Gill’s illustrations sensitively reflect the Victorian charm 
and nostalgia of a story which will appeal to all little girls who love dolls. 


SANDY AND THE HOLLOW BOOK. Meta Mayne Reid. Faber, 
13s.6d. 1961. 21 cm. 188 pages. Illustrations. 

A sequel to The McNeills at Rathcapple and set, like Miss McNeill’s other books, in 
Northern Ireland. The Castledallat Pageant is in danger of being discontinued for lack 
of funds, costumes and new episodes to act. It is saved by the McNeill children and 
their friends who interest the Television Authority in it, find a way of getting new 
costumes, canvass for support and, thanks to the magic power hidden in Great-Uncle 
Bernard’s hollow book, are able to add an interesting incident from local history. 


382 











THE GETTING OF WISDOM. Henry Handel Richardson. New edition. 

Heinemann, 12s.6d. 1961. 19 cm. 248 pages. Illustrations. 
First published fifty years ago, this story of life in a girls’ boarding school in Melbourne, 
by a distinguished Australian woman novelist, reads in this attractive new illustrated 
edition as freshly as ever. The brashness and humiliating blunders of inexperience, as 
well as the stirring and unfolding of an eager, awakening intelligence, are presented 
with an insight that is both sensitive and shrewd. The gauche, unconventional yet 
intensely vulnerable Laura is a flesh-and-blood girl, very real and human in her faults 
and scrapes. It is the vigorous truth of its characterisation which should commend this 
novel to older schoolgirls. 


Non-Fiction 
INSTRUCTIONS TO YOUNG ZOOLOGISTS. C. L. Duddington. 
Museum Press, 12s.6d. 1961. 22 cm. 144 pages. Illustrations. Index. (The Brompton 
Library) 
This is a short survey of the animal kingdom for young naturalists which will be 
valuable in correcting the biased perspective which arises from over-enthusiasm about 
one group of animals—birds or butterflies. The treatment is entirely descriptive (in 
spite of the title) and the language is kept at a level suitable for children. The descrip- 
tions of each group cover their anatomy and physiology in very general terms and 
the author also considers the place of each in the evolution of ‘higher’ types and the 
niche they occupy in the economy of nature. Mention is made of the best-known 
animals in each group and of their relationships with each other. 


LEONARD CHESHIRE, V.C. Cledwyn Hughes. Phoenix House, 8s.6d. 

1961. 19 cm. 106 pages. Illustrations. Index. (Living Biographies) 
In this new title in an excellent series on heroes of our time, the author distinguishes 
between two sorts of bravery: the wartime flying exploits which won Leonard 
Cheshire three D.S.O.s, the D.F.C. and the V.C., and the moral courage which led 
him, after witnessing the atomic raid on Nagasaki, to turn from the thrills and 
adventures of a fighting life to a complete self-dedication to practical Christianity. 
His work in rebuilding broken lives, befriending the lonely and relieving the sick— 
during which he met his wife Sue Ryder, called ‘the Florence Nightingale of the 
concentration camps’—is simply and vividly described in a manner well suited to 
interest and attract young people. 


MUSICAL INSTRUMENTS. C. E. Page. Muller, 9s.6d. 1961. 19 cm. 
144 pages. Illustrations. (Mechanical Age Library) 

A lively and accurate account of the history of all the most important instruments, 

grouped on generally accepted acoustic principles. The selection of the salient names 

(of performers and inventors), facts and dates is well done; mechanics and use of 

special materials are clearly explained as necessary. The book may be thoroughly 

recommended to musical young people (about 14 to 17) with an enquiring mind. 


ROMANO THE PEASANT and how his story appeared on television. 
Hugh Pitt. Hutchinson, 10s.6d. 1961. 19 cm. 128 pages. Illustrations. 

Romano was the story of the adventures of a peasant boy in an Italian fishing village 

near Salerno. In order to bring it to life on the television screen, the Children’s 

Section of Associated-Rediffusion sent a film unit out to Italy; and this is a simply 
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written but technically accurate account of how the production took shape, illustrated 
by photographs and diagrams, and of the adventures of the party on location. Intended 
primarily for children, it contains a great deal that an intelligent adult might be glad 
to know. 


SHIPBUILDING. How a Ship is Designed and Built. R. Serbutt. Muller, 9s.6d. 

1961. 19 cm. 142 pages. Illustrations. (Mechanical Age Library) 
Written by an Associate Member of the Royal Institution of Naval Architects, this 
very practical little book is intended primarily for those of the younger generation 
who are thinking of making a career in shipbuilding, and who want to know how 
merchant ships are designed and constructed. No previous knowledge is assumed, so 
it can well serve as a starting point. It first outlines the principles of naval architecture 
and marine enginecring, and then describes the building of a modern cargo ship, from 
design and construction to launching and sea trials. It is well illustrated with half-tone 
plates and diagrams in the text. 


HOW THE RESISTANCE WORKED. Ronald Seth. Bles, 12s.6d. 1961. 
20°5 cm. 158 pages. Illustrations. 

Mr. Seth himself served with the Resistance during World War II and suffered many 
of its horrors but he does not write of any of these. Instead he presents a most readable 
story of just how the Resistance was organised and the details of the various branches 
in their vital and dangerous work against the Nazis. The underground Press, forged 
documents, strikes, sabotage, deliberate ignoring of the occupying troops, radio 
operators and couriers, and a specially good account of how the Churches resisted, 
build into a thrilling and informative record which should be welcomed by the young 
readers for whom it is intended. 


MONTGOMERY OF ALAMEIN. Ronald Seth. Cassell, 6s. 1961. 19 cm. 
128 pages. Illustrations. (Red Lion Lives) 

Sixty years ago the spectacle of soldiers leaving Tasmania for the Boer War decided 
young Bernard Montgomery to make the Army his career. This clear and well-written 
book, designed for the younger reader, tells the highlights of that brilliant career 
from school, Sandhurst, World War I, the Staff College and soldiering in peace, to 
its peak in World War IL. Phases have been selected to illustrate the firmly developed 
characteristics of the Field-Marshal that have made him the subject of argument but 
have never failed to instil morale and enthusiasm in the men he commanded. Dedi- 
cation, rigid self-discipline, and a decisive and fearless mind have led him to his own 
particular niche in the gallery of fame. 


THE YOUNG TRAVELLER IN ISRAEL. K. M. Willcox. Phoenix 

House, 10s.6d. 1961. 19 cm. 128 pages. Illustrations. Index. (Young Traveller Series) 
This is the 35th volume in a successful series intended for young readers of 12-16, but 
it contains a great deal of very useful and interesting information suitable for readers 
of any age. The author does full justice to the remarkable achievements of the Jews 
since the proclamation of the State of Israel in 1948. The ‘story’, however, to which the 
information is attached rings even more improbably than is usual in this series, and the 
author shows little sympathy with the dispossessed Arabs. The photographs are 
excelent, and the list of ‘Facts about Israel’ and the glossary of Jewish terms are useful. 
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YEHUDI 


MENUHIN. Norman Wymer. 


Phoenix 


8s.6d. 


House, 


1961. 


19 cm. 108 pages. Illustrations. Index. (Living Biographies) 
As a world-famous child-prodigy whose fame has not lessened with his growing to 
manhood, Menuhin provides a biographical subject of great interest to musical children. 
This well-told story brings out without sentiment or exaggeration the humility and 
generosity which have always made him devote his genius to the true service of his art 
and to humanitarian causes. There are many pleasing sketches of Menuhin’s family life 
and of the eminent musicians he has known. 
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